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Fire Alarm Headquarters, Indianapolis, Ind. 





with G-E Copper Oxide Rectifiers... 





And Fer 
Fire Truck Batteries 


A G-E Tungar Battery Charger 

absolutely assures performance 
when you want it. 
Simply connect 
the charger with- 
out removing the 
battery from the 
truck and within 
a short time full 
battery capacity is 
restored. 
More and more 
cities are equip- 
ping each fire sta- 
tion with a G-E 
Tungar Battery 
Charger. 


AUTOMOTIVE PRODUCTS 














A complete change-over to G-E Tungar Copper Oxide Recti- 
fiers will save thousands of dollars in battery maintenance and 
replacements for Indianapolis tax payers. This saving is possible 
because batteries are charged while working on the circuits. 


Easy and economical to install, General Electric Copper Oxide 
Rectifiers practically eliminate battery supervision and prolong 
battery life. New micrometer control of output simplifies adjust- 
ment of charging rate. 


If you are contemplating any new circuits for your alarm 
system, investigate G-E Copper Oxide Rectifier. You can 
save the cost of one battery and experience the ease, op- 
erating economy and efficiency of modern equipment. 


®@ Write today, Section A-567, Merchandise Department, General 
Electric Company, Bridgeport, Connecticut, for complete details. 


SPECIAL RECTIFIERS 


GENERAL @ ELECTRIC 


MERCHANDISE DEPARTMENT, GENERAL ELECTRIC COMPANY, BRIDGEPORT. CONNECTICUT 


Please mention Fire ENGINEERING when writing advertisers 
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esitation 


....GOODYEARS!” 


ERE’S the way this matter of the right tires 
for fire-fighters looks to Frank A. Northeutt, 

Fire Chief of Covington, Kentucky: 
“We've been using Goodyears on all our fifteen 
trucks and had excellent service, both from the 
standpoint of economy and from the extra safety 


afforded by the Goodyear All-Weather Tread. 


“Therefore, when the city placed an order for 
a new truck, without hesitation we specified 
Goodyears. We know that tire equipment is one 
of the real important factors—hence our com- 


pletely Goodyear-equipped trucks.” 


You said it, Chief Northcutt! And Fire Chiefs 
everywhere tell the same story. 


There’s double safety in Goodyear All-Weather 
Balloons. The diamond block All-Weather Tread 
hangs onto the road with absolute CENTER 
TRACTION. The Goodyear tire body is safe be- 
cause Supertwist Cord stretches and comes back 
under road shocks instead of weakening and 


breaking. And every Goodyear Supertwist ply is 
treated with a special heat-resisting compound, 
preventing blowouts. 


For information about types and sizes, see the 
nearest Goodyear Truck Tire Service Station 
Dealer. Or write the 
Government Sales De- 
partment, Goodyear, 
Akron, Ohio, or Los 
Angeles, California. 


GOODYEAR 
K-RIMS 


Ask men who are us- 
ing them how much 
easier tire-changing is! 
Split base “shrinks” 
with easy pry. Open 
valve-stem slot saves 
work and valves. Inter- 
changeable mounting. 
Safe. 





















SPECIFY GOODYEAR TIRES ON YOUR NEW APPARATUS 
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INSTANT ALARM! 


Chief Brosnan cites 2 more cases proving the value of 
CONNECTING SPRINKLER SYSTEMS to MASTER FIRE 


ALARM BOXES. 























EPUTABLE evidence is the 
most conclusive argument 
that we can offer on the value 
of connecting sprinkler systems 
with the municipal fire department 
directly through a Gamewell 
Master Fire Alarm Box — the 
SPRINKLER WATCHMAN . . 

Here are two more cases where 
this protection prevented large 
fire and water losses . . . And, 
they're from a well known and 
reputable fire fighter — Chief D. 
W. Brosnan of Albany, Georgia, 
past president of the International 
Ass'n of Fire Chiefs and several 
times winner and runner-up in the 
National Fire Waste Contest, for 
low fire losses. 
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With the National Indus- 
Federal Aid trial Recovery Act, 

$3,300,000,000 is 
made immediately available for con- 
struction of approved public works 
projects. 

A city may receive a 30% direct 
grant, for an approved project, and 
the balance of the money in the form 
of a loan from the Federal govern- 
ment at an interest rate 4% annually. 
Taking into account the grant, which 
is nothing more than a gift, the actual 
cost to a city for the use of money to 
carry out a public works project 
amounts to but 1% per year for 25 
years. 

Naturally, this unusual opportunity 
to borrow money at such a low rate 
of interest will speed up a tremendous 
amount of public works. 

Fire stations, fire alarm headquar- 
ters buil’ings, and other fire depart- 
ment structures are eligible for such 
loans. Whether or not money will 
be advanced by the government for 
the purchase of fire apparatus and 
equipment is not yet definitely known. 
While the bill primarily provides the 
money with the aim of stimulating 
employment, the government has not 
vet drawn a line against the purchase 
of mechanical equipment which may 
provide no employment locally, but 
which does provide employment at 
the factory at which it is made. For 


Volume 86 JULY, 1933 Number 7 
With the Editor 
With the signature example, the government plans to 
Improvements of the President on loan money on incinerator plants, the 


machinery of which may be built at a 
distant point. Of course, the struc- 
tural work of the building will be 
done with local labor. 

Because the government plans to 
advance money first to those cities 
which have their programs for con- 
struction complete, it is absolutely 
necessary that a city, if it intends to 
borrow money for fire station con- 
struction, fire alarm headquarters 
construction or similar work, prepare 
plans at once, and be ready to file ap- 
plication immediately upon announce- 
ment of the appointment of state 
administrators. 

It is possible that fire apparatus 
purchases may be made with Federal 
money and for that reason it is essen- 
tial that Fire Departments check up on 
needed equipment and be prepared to 
ask for loans if the rules set down by 
the Federal Administrator of Public 
Works permit such. 

This is, without doubt, the biggest 
opportunity ever presented to cities 
throughout the country to modernize 
their various departments. But no 
time can be lost in making plans for 
those improvements for which Fed- 
eral grants and loans may be desired. 


ied Ghepp——-+ 
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Blast Wrecks Oil Plant 


INE lives were lost, twenty-one people were in- 
N jured, and an area of nearly four city blocks was 

devastated when the Richfield Oil Company’s 
absorption plant in Signal Hill, Cal., exploded with a 
terriffic blast that unroofed dwellings nearly four blocks 
away, and broke windows as far distant as San Pedro. 
The blast was felt in Monrovia, a distance of nearly 
forty miles. 

When the smoke cleared away after five solid hours of 
battle waged by Fire Departments of three cities and 
three major oil companies, thirteen derricks were found 
totally destroyed, thirteen were so badly damaged that 
their crews were unable to resume operations, some 





Building Dykes to Hold the Crude Oil 


laborers were pressed into service to build retaining 
holding the oil as it escaped from the large tanks. 


Large gangs of 
walls for 


twenty oil and gasoline tanks were totally or partially 
ruined, several dehydrators had blown up, and between 
eighteen and twenty-five automobiles and trucks were 
burned up. 

The disaster, that rocked a neighborhood already on 
edge as a result of the recent earthquake, occurred at 
1:58 p.m., on June 2. 

Five men who constituted the operating crew of the 
plant were roasted in their tracks. Two other oil work- 
ers, employed on a nearby derrick, were warned of 
danger by a smaller blast that preceded the main ex- 
plosion by about one minute, and rushed into the plant 
to assist in shutting off supply and control valves. They 
were carried out on sheets of corrugated iron about four 
hours later—two unrecognizable heaps of charred bones 
and flesh. One of these men had started work that day 
after three years of unemployment. 

A small bungalow less than one block from the plant 
was blown to bits, its two occupants, the wife and 10- 
year old daughter of an oil worker injured while at work 
on a nearby derrick, suffered a similar fate. 

The absorption plant, one of many in the oil fields, is 
an establishment whose function it is to receive wet gas 
from the oil wells, and separate the gasoline from the 
dry gas. This gasoline has a very high test and is known 
to the trade as “casing head” gas. Normally it is run 
through a stabilizer, which process eliminates much of 
its explosive propensity. 

Investigation by the authorities was said to have de- 
veloped the fact that for some reason some of the cas- 
ing head gas had been pumped into one of the plant’s 


By CAPT. M. M. CLEMENT 
Long Beach, Cal., Fire Department 


four horizontal gasoline tanks without being stabilized, 
and that at the moment of the explosion, the unstabilized 
gasoline was being pumped from the tank into the 
stabilizer through another line. It was thought that the 
shipping pump faiied to remove the gasoline from the 
tank as fast as the other pump poured it into the tank, 
causing an overflow of the casing head gasoline. The 
tanks are surrounded by reinforced concrete retaining 
walls. This kept the gasoline in bounds, but at this stage 
it vaporizes very rapidly. When the potent vapors 
reached the open flame of the plant’s boilers the first ex- 
plosion took place. A minute later the full tank let go 
with a deafening roar. 

When the Signal Hill Fire Department’s two pumpers 


arrived at the scene, the place was a wreck. Before they 
could get well into action, apparatus began rolling from 


Long Beach, which city all but surrounds the oil city. 
Six pumpers, two squad wagons, one hose truck and a 
foam truck came in from Long Beach and two foam 
tank trucks were sent in from the Wilmington and San 
Pedro districts of Los Angeles. The Richfield, Texaco 
and Shell Oil Companies also sent in their apparatus 


and many men. 


Signal Hill's Worst Disaster 


The disaster was the worst ever experienced in the 
Signal Hill oil field, where town-lot drilling has pro- 
duced many bad fires. Fire fighters on the south and 
west sides of the huge blaze were forced to stand in 
hot oil from six to ten inches deep much of the time. 
Every time a tank collapsed from the inside weight of 
the oil against heat-weakened sides, a menacing surge 
of the blazing fluid would compel firemen to run for 
their lives. 

Twenty-seventh Street was a flood of oil for two 
blocks, and Lime Avenue for one block. Eight hundred 





—Courtesy, Long Beach Press-Telegram 


Cooling a Tank of Blazing Oil 
This tank later boiled over and then collapsed, compelling firemen to 
flee from the zone. Just to the right of the charred palm tree stood the 
bungalow which was blown up with a woman and her daughter. 
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men working on a new stadium were rushed into the 
area where they threw up earth barricades four feet 
high to hold back the escaping crude oil. 

More than a dozen minor explosions followed the 
huge blast at intervals for about four hours as tanks and 
dehydrators exploded, hurling tank roofs, manhole 
plates, and whole sections of piping into the air to fur- 
ther endanger the lives of the firemen. 

In spite of the extremely dangerous conditions, in- 
juries among the fire fighters were mostly confined to 
scratches, bruises and minor cuts. 

At the height of the fire, huge black billows of smoke 
darkened a large part of the two cities. A brisk wind 
was blowing from the southwest, and for about two 
hours, firemen working on the northeast side of the fire 
were totally obscured by a black pall that reduced 
visibility to practically zero, as derricks and crown blocks 
crashed about them. 

As in the previous disaster, the U. Navy rushed 
armed sailors into the area to assist in policing and to 
keep the thousands of curious spectators from hampering 
the work of the firemen. With the coming of night, two 
truck loads of powerful sun arcs and two portable gen- 
erators were brought in from the Otto K. Oleson Com- 
pany, of Hollywood. 


Small Blast Warned People 


Many people living or working in the vicinity of the 
plant owe their lives to the fact that the big blast was 
preceded by a smaller one, for at the first explosion, 
every building within a radius of many blocks was 
evacuated. Just 58 seconds later the main detonation 
shattered windows and drove fragments of glass into 
walls and furniture, tore doors from their hinges, caved 
in walls, and unroofed houses. 

Several companies of firemen from both Signal Hill 
and Long Beach remained on the scene all night cooling 
off smoldéring heaps of debris and searching for addi- 
tional bodies. Seven were found shortly after the fire 
was brought under control and two were located the 
following day. 

The two men who directed operations were Chief 
Adolph Feil, of the Signal Hill department and Assist- 
ant Chief George M. Jewell, of Long Beach, a veteran 
at the game of combating great oil field fires. 

The cover illustration, courtesy of Long Beach Press 
Telegram, shows the absorption plant where the explo- 
sion took place. The heat was terriffic. Hose lines had to 
be dragged over piles of smoking ruins as the fire re- 
ceded. 

As a result of the explosion, there is a move on foot 
to compel the removal of all absorption plants from the 
congested areas of the oil fields and the nearby resi- 
dential districts, to the open spaces outside the city. 





Northern California Chiefs Meet 


Findings of the recent California earthquake were analyzed 
at the annual three-day convention of the Northern Cali- 
fornia Fire Chiefs Association held in Fresno. 

Chief W. S. Minter, Long Beach, R. J. Scott, Los Angeles, 
J. Luxenbourger, Santa Ana, D. F. Glines, South Gate, 
R. L. Dunlap, Lynwood, F. Crocker, Newport Beach, E. J. 
Dobias, Garden Grove, H. Douglass, Huntington Park and 
Edward Dowd of Compton urged reinforced concrete con- 
struction for earthquake zones. 

There was an outing at Shaver Lake, a dinner and dance, 
and golf and swimming sports for the enjoyment of the 
visitors. 

Chief Frank Sandy, Oakland, is the new President, Chief 
Carl Algren, Albany, Vice-President, and Chief William 
Clemo, Palo Alto, Secretary-Treasurer. 
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ALL ABOARD FOR THE 
l. A. F.C. CONVENTION 


If you are planning to join the members of the 
International Association of Fire Chiefs on their 
never-to-be-forgotten Great Lakes Convention 
Cruise and Visit to the World’s Fair, August 21-27, 
better make your reservations without further delay. 
With the time getting short and the choice accom- 
modations on the boat going fast, it is important 
that you act immediately if you want to be taken 
care of properly. Remember you don’t have to be 
a member of the I.A.F.C. to take the trip. Every- 
body’s welcome! 


For reservations or any other information about 
the trip write American Express Company, 65 Broad- 
way, New York—but do it now. (If you expect to 
go but aren’t sure yet, a tentative reservation will 
be made for you.) The itinerary, rates, etc., were 
published in the last issue of FIRE ENGINEERING. 

Among those who plan to make the trip are the 
following: 


Chief J. L. Akin, Birmingham, Ala.; Chief Jones, Decatur, 
Ala.; Donald White, Florence, Ala.; Chief R. M. Milan, Hunts- 
ville, Ala.; Fred Reif, Jr., and wife, Prescott, Ariz.; R. J. Dick 
Graves, Los pean, alif.; Fred Hirsch, Los Angeles, Calif.; 
Chief Ralph J. Scott, Los Angeles, Calif.; Duncan McPherson, 
San Diego, Calif.; Edward Lamb, San Francisco, Calif.; Jay W 
Stevens, State Fire Marshal, San Francisco, Calif.; Chief T. F. 
Burns, Bridgeport, Conn.; John J. Hines, Bridgeport, Conn. ; 
James D. Lawlor, Bridgeport, Conn.; J. Clifford Meaney, Bridge- 
port, Conn.; David H. McKenzie, Bridgeport, Conn.; Michael 
Svihra, Bridgeport, Conn.; Chief George W. Bogardus, Norwalk, 
Conn.; Chief A. Judson, Stratford, Conn.; ; H._A, Golt and wife, 
Dover, Dela.; ‘Chict W. J. Lutz, Wilmington, Dela.; Chief D. W. 
Brosnan, Albany, Ga.; Roy S. Timmerman, Atlanta, Ga.; Chief 
Cc. B. Bradford, Rome, Ga.; Tames A. Flynn, Chicago, Ti; 
Chief F. M. Davis, Danville, Ill.; Chief H. J. Callahan, Fort 
Dodge, Iowa; Chief P. L. Noble, Manhattan, Kansas; Russell 
Dvche, wife and two children, London, Ky.; M. Collins and 
wife, Louisville, Ky.; Chief J. C. McEachern, Haynesville, La.; 
Fred Bumgardner, Lake Charles, La.; Rene — Thibodaux, 
La.; Benton J. Manboles, Rayne, La.; Chief E. Bancroft, Auburn, 
Me.; Chief R. E. Estes, Lewiston. Me.; Deputy Chief E. E. 
Ramsdell, Lewiston, Me.; Harry J. Lovell, Portland, Me.; Walter 
Pierce, Arlington, Mass.; Miss Nell Anthony, Washington, 

Harry Belknap and wife, Boston, Mass.; J. T. Gorham, 
Tae Mass.; Fire Commr. E. F. McLaughlin, Boston, Mass.; 
Chief Selden R. Allen and wife, Brookline, Mass.; Chief F. F. 
Dickinson, Brockton, Mass.: Miss C. Gertrude Ferguson, Co- 
hasset, Mass.; Chief F. C. ——— Cohasset, Mass.; Henry J. 
Harrigan, Dedham, Mass.; Chief E. V. Stone, Ludlow, Mass.; 
George E. Morley, Gamewell Co., ‘Newton, Mass.; ; Chief C. E. 
Comins, Warren, Mass.; I. Walter Moore, Warren, Mass.; 
Ex-Chief John P. Crowe, Westboro, Mass.; Wm. H. Blount, 
West Brookfield, Mass.; James E. Moloy, Woburn, Mass.; E. G. 
Moulton. Ahrens Fox Co., Worcester, Mass.; Chief Waiter F. 
Israel, Detroit. Mich.; Moore Meigs, Detroit, Mich.; Paxton 
Mendelssohn, Detroit, Mich.; Edward C. Rumsey and _ wife, 
Detroit, Mich.; Chief C. E. Y Rochester, Minn.; Nels F. 
Quist, Virginia, Minn. ; “Chief G. T. Haskins, Greenwood, Miss.; 
Chief L. F. McDonald, Teckeon, Miss.; G. W. Chadsey, St. 
Louis, Mo.; Chief John O’Boyle, St. Louis, Mo.; Chief J. 
O'Donnell, St. Louis, Mo.; D. E. Parks. St. Louis. Mo.; Chief 
F. M. Sargent, Sunapee, N. ha Chief Charles A. McGinley and 
party of three, E. WE Ss . J.; Chief Wm. inant, wife and 
son, Edgewater, *. S. Chandler, Elizabeth, N. J.; Chief 
Wm, Kenah, Blinubetie N. ye; Jacob Reuter, nf N. 5 

Otto Wagner and wife. Elizabeth, N. J.; Miss D. Wagner, 
Plieabeth, N. J.; Chief A. Chamberlain, and wife, Hillside, N. J.; 
Chief J. Gibbs, Montclair, N. Ti Martin J. Byrne, Newark, 
N. J.; Wm. Macksey, Newark, J.; Chief J. J. Towey and 
wife, Newark, N. J.; Charles Frieda, Jr.; Union City, N. J 
Chief F. C. Decker, by et N. J. Chief Elmer J. Brown 
and wife, Binghamton, N. Y.; H. Lyon, Binghamton, N. Y.; 
Chief H. J. Ruppel, wife and ke children, Elmhurst, DL. L: 
August Albrecht, Island Park, I.; Chief C. J. Beatty, James- 
ton, N. Y.;_ Miss Voila E. Tier, Jameston, N. Y.; George 
A. Farrar, Mottville, N. Y.: John Smith, Mottville. N. Y.; 
| J. Gibson, Mt. Vernon, N. Y.; Chief Wm. Nixon. Mowhere, 
Y.; I. H. Case, Frre ENGINEERING, New York City; D. C. 

| Mack Int’! Motor Truck Corp., New York City; J. H. 
Green, Eureka Fire Hose Mfg. Co., New York wer’ C. B. Rose, 
American La-France & Foamite, ‘Inc., New York City; A. G. 
Sullivan, American La-France & Foamite, Inc., New York City; 
Fred Shepperd and wife, Fire Engineering, ‘New York City; 
Waldron, New York Citv; Chief G. W. Wood, Niagara 

Falls, N. Y.; Capt. Wm. Paul Babcock, Nyack, N. Y.; J. W. 
Fox, Red Bank, N. Y.; Wm. Keating, Rochester, N. Y.; Maurice 
Keating, Rochester, N. Y.; Wm. Burke, wife and four. children, 
Syracuse, N. Y.; Chief E. Gieselman. Syracuse, N. Y.; F. E. 
Roberston. Syracuse, N. Howard S. Johnston, Utica, N. Y.; 
Miss G. McPherson, Utica, N. Y.; Chief C. W. Noll and wife, 
Poughkeepsie, N. Y.; Miss H Restle. a N. Y.; Chief J. N. 
Sullivan and wife, Utica, N. Y.; Chief A. Chambers, Yonkers, 
N. Y.; Robert D. Hazzard, Yonkers, in” "Ys Capt. C. Kleine, 
Yonkers, N. Y.; Ex-Chief J. J. Mulcahey, Yonkers, N. Y.; 
Sherwood Brockwell, Raleigh, N. C.; F. D. Shaw, Greensboro, 
N. C.; Chief R. O. Mesnar, Canton, Ohio; David Caldwell, 
Cincinnati, Ohio; Chief Burris Hensley, Cincinnati, Ohio; Chief 
B. Houston, Cincinnati, Ohio; C. 'E. Strickler, Columbus, 


(Continued on page 204) 
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Well Arranged Program and 
Entertainment Provided at 





FIRE ENGINEERING 


New England Chiefs’ Convention 


aii HE eleventh annual con- 
vention of the New Eng- 
land Association of Fire 
Chiefs, which convened at 
Lewiston, Me., June 20-22, 
elected Chief Daniel B. Tier- 
ney of Arlington, Mass., as 
President. 
Other officers chosen were: 


First Vice-president, Chief 
John S. Pachl, Annex Fire 
Department, New Haven, 
Conn.; Second Vice-presi- 
dent, Chief David A. De- 
Courcy, Winchester, Mass.; 
Secretary-treasurer, Chief 
John W. O’Hearn, Water- 
town, Mass.; Sergeant-at- 


arms, Chief John J. Kennedy, 
Bryant Electric Company, 
Bridgeport, Conn.; Directors, 
Chief Oliver T. Sanborn, 
Portland, Me. and Chief 
William C. Mahoney, Pea- 
body, Mass. 

The following were elected 
State Vice-Presidents: Maine, 
Chief Joseph W. Randlette, Richmond, Me.; New Hamp- 
shire, Chief Charles H. French, Manchester, N. H.; Vermont, 





Chief Danie! B. Tierney 


Arlington, Mass., President 


Chief Carl D. Stockwell, Burlington, Vt.; Massachusetts, 
Chief Frank Ff. Dickinson, Brockton, Mass.; Rhode Tsland, 
Chief Earl H. Batchelder, Centerdale, R. I., and Con- 


necticut, Chief Henry 


' ef Taft, Norwich, Conn. 
President Tierney 


re-appointed Harry Belknap as press 
representative and P. Hildreth Parker, George W. Austin, 
and Herbert K. Pratt, of the Box 52 Association, as the 
Committee on Registrations and Reservations. 

Fire Commissioner Joseph Scannell of Lewiston, Ex-Chief 
William C. Shepard of Pittsfield, Mass., and Chief Peter 
Steinkellner of Milwaukee, Wis., were elected honorary life 
members of the association. 

Although the total registration figures for the convention 
stood at 429, a number considerably less than the Newport 
conveution registration a year ago, all those present stated 
that the Lewiston convention was one of the best in the 
history of the association. 

The program was well arranged and there were many dis- 
tinguished speakers including Governor Louis J. Brann, of 
Maine, and President Clifton Daggett Gray, of Bates Col- 
lege. The business were well attended and the 
subjects discussed were of vital interest to fire chiefs. The 
entertainment features included a get together banquet on 
Tuesday night and a 10-act all star vaudeville program on 
Wednesday evening 

The retiring President, Chief Alfred H. Koltonski, of Rut- 
land, Vt., was presented with a past-president’s badge and a 
handsome mantle clock 

It was voted to hold the 1934 convention in Burlington, 
Vermont, from which city invitations were received from 
the Mayor, City Council, Chief Carl D. Stockell, and various 
civic organizations. 

The convention headquarters in Lewiston was in the Hotel 
DeWitt where the Committee on Registration and Reserva- 
tions, composed of George W. Austin, Herbert K. Pratt, 
and Charles Curtaz, who took the place of P. Hildreth 
Parker temporarily, because of the latter’s illness, established 
the registration desks and began work on Monday, the day 
before the formal opening of the convention. On Monday 
evening there was a concert at the hotel by the 103rd In- 
fantry Band led by Warrant Officer Norman H. Merrill. 

The exhibits were attractively displayed in the state armory 
and all the meetings except the opening session wereeheld 
in the assembly hall of the armory. The first session. con- 


sessions 


By HARRY BELKNAP 


sisting of the addresses of welcome and annual memorial 
service, took place in the chapel of Bates College. 

Fire Commissioner Joseph W. Scannell, Chief Reuben D. 
Estes, and Reserve Deputy Chief Edgar E. Ramsdell, Chair- 
man of the Exhibit Committee, worked hard to make the 
convention a success and to see that everyone had a good 
time. The ladies were taken ori automobile rides about the 
city and to Augusta where they were entertained at tea in 
the Blaine Mansion by Governor and Mrs. Brann. 


Opening Session and Memorial Service 


Chief Alfred H. Koltonski, of Rutland, Vt., president of the 
association, called the convention to order at 11 a. m., Tuesday, 
June 20. The opening session was held in the chapel of Bates 
College. The Chiefs assembled at 10 o’clock in the DeWitt 
Hotel and marched to the chapel led by the St. Cecile Boys’ 
Band. Edgar E. Ramsdell, Reserve Deputy Chief of the Lewis- 
ton Fire Department, was marshal of the parade. : 

Following an organ recital by Prof. Seldon T. Crafts there 
was an address of welcome by Dr. Joseph W. Scannell, Fire 
Commissioner of Lewiston. He extended a sincere greeting 
from the city and declared that: 

“We have looked forward to the day when our city would 
have the honor of welcoming this noble organization. Today 
fire fighting is a science. It is a real profession and one 
which is to be highly honored. I have been much impressed 
with the kind and loving spirit which you Chiefs show as you 
greet one another here at the convention and the real feeling 
of comradeship which you manifest. In times of danger we 
look to you not only to protect our property, but to save our 
lives. I am pleased to note the high type of men now at- 
tracted to the fire service and find that many Chiefs are 
college graduates. The older a man grows in your profession 
the more he is loved and admired. The men who ride in the 
red cars, many of whom have gray hair from the cares and 
exigencies of the service, are universally admired. A Fire 
Chief is today an outstanding man in his community and a 
real civic leader. Lewiston is honored to have you Chiefs and 
your wives, sweethearts and daughters here and we shall do 
all in our power to make your stay a pleasant one and to 
give you all a good time.” 


The next address was by the Hon. Robert J. Wiseman, Mayor 
of Lewiston. He said: ' 


“Ever since I was informed that the Fire Chiefs were to 
hold a convention I have reviewed my memories of old time 
fire-fighting. I can recall the days of the old hand pumps. 
Then there was a great get-together and plenty of fun at a 
fire. The days of horse-drawn apparatus were still better. 
Today things are better yet. It is a grand and inspiring sight 
to watch the mighty motor apparatus dashing through the 
streets, the ladder trucks thundering over the pavements 
with the faces of the driver and the tillerman tense and 
drawn. A few minutes later the ‘big stick’ is up alongside 
a burning building and the men are engaged in rescue work. 
The Fire Department is one of the most important and essen- 
tial organizations in any municipality and now, as the Mayor 
of Lewiston, it gives me great pleasure to present you with 
the key to our city.” 


Upon saying this the Mayor had an enormous key, over 10 
feet high, brought forth on the platform. It was golden in color 
and massive in construction. The Mayor continued: 


“With this kev you can visit our churches, beautiful Bates 
College, our mills, factories and public buildings. This is 
also the key to the situation. It has a history. It is said 
that if you can touch both ends of it at the same time and 
make a wish, then that wish will come true. I hope that this 
key will be the key to the solution of some of your prob- 
lems in the fire service. I wish you a happy sojourn in our 
midst and invite you to return every year to hold your con- 
vention in our city.” 


Governor Louis J. Brann, of Maine, the next speaker, said: 


“It is always a very great privilege for the people of Maine 
to entertain any of the forthright citizens of New England 
and of America. I can understand the very important part 
you play in the community life of New England and I can 
appreciate your responsibilities. The protection of life and 


property is your sphere and the Chief Executive of Maine is 
attempting to carry into the affairs of state that same prin- 
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ciple of protecting the, property and lives of her citizens. 
There was never a time whee the public was more critical 
of its public servants. Yet I have never heard any criticism 
of the men who are protecting life and property from fire. 

“We are fortunate in New Engiand in the type of our citi- 
zenship and in the manner in which the people of New Eng- 
land have accepted and borne the shocks of the depressign. 
We have at last turned the mythical corner and are now on 
the broad highway of rehabilitation. We have come to the 
end of an era. The new era is to be based on the principles 
of your organization and .that is the spirit of co-operation. 
It is, I hope, to be the major spirit in America from now on. 
It is both a pleasure and a privilege to have you here in the 
State of Maine. Mrs. Brann is looking forward to entertain- 
ing the ladies of the convention in the Blaine House tomor- 
row afternoon. I trust that your deliberations may prove 
profitable to all New England.” 


The response to the addresses of welcome was made by Chief 
John C. Moran, of Hartford, Conn., Past- President of the asso- 
ciation, who expressed the thanks of the association. 

F ollowing some announcements by President Koltonski the an- 
nual memorial exercises were held, starting with an organ selec- 
tion by Prof. Crafts and a baritone solo by Sylvester Carter, of 
Bates College. 

Those seated on the platform were President Koltonski, Sec- 
retary O’Hearn, Miss Mabel Shaw, official stenographer; Past 
Presidents Selden R. Allen, Patrick J. Hurley and John C. 
Moran; Governor Louis J. Brann, of Maine; Mayor Robert J. 
Wiseman, of Lewiston; Dr. Clifton Daggett Gray, President of 
Bates College, and Fire Commissioner Joseph W. Scannell, of 
Lewiston. 

Secretary O’Hearn read the roll of deceased members who died 
since the last convention, as follows: 


Gpiet Warren B. Gardiner, Saylesville, R. L, died July 11, 
1932. 


mee Commissioner John C. Fox, Rutland, Vt., died July 23, 
1932. 
Deputy Chief Joseph A. Dolan, Boston 
1932. 
Chief William C. Green, Concord, N. H., 
Battalion Chief Thomas F. O’Connor, 
Nov. 20, 1932. 
Fire Commissioner Willard W. 
Dec. 3, 1932. 
ix-Chief Sewall M. Rich, Somerville, Mass., Dec. 9, 1932 
Howard C. Spaulding, Augusta, Me., Jan. 27, 1933. 
Ex-Chief Joseph A. Cribby, Somerville, Mass., Feb. 17, 1933. 
Chief Thomas G. Ward, Shelton, Conn., March 9, 3. 
Ex-Chief Charles LaCroix, Millis, Mass., March 17, 1933. 
Ex-Chief Michael McPhee, Lawrence, Mass., April 25, 1933. 
Ex-Chief Herbert E. King, Mansfield, Mass., May 15, 1933. 


“Taps” were sounded by Private Eugene Beaudoin, bugler of 
the Lewiston Fire Department, and Grant LaRose. 

Chief Eugene T. Ricker, of Biddeford, Me., Fire Depart- 
ment, then read the memorial eulogy. 

There was another organ selection by Professor Crafts, and 
then an impressive memorial address by Dr. Clifton Daggett 
Gray, President of Bates College, who said in part: 


“As I have been sitting here listening to this solemn serv- 
ice my mind has been thinking of the contrast between this 
service and the graduation exercises held in this chapel yes- 
terday. One hundred and fifty students received degrees. 
These young representatives of the new generation had no 
single thought of death and they ought not to have; but we, 
a bit older than they,’ are compelled by the circumstances 
of life to think at least once in a while of death. There 
surges into our minds the thought of departed dear ones. 
It is well to pause and remind ourselves that there is a life 
hereafter. There is an inscription on Rugby Colle . in ‘Mee- 
land in spaspety of her 682 sons who died in the Great War. 
It says: ‘Who left all that was dear to them; endured hard- 
ships; faced danger; and finally passed out by paths of duty 
and self sacrifice.’ 

“The same inscription might be written for the firemen 
who give up their lives that others may be saved. I have 
noticed a strong sense of brotherhood due to men being 
comrades in danger and emergencies. There is a real spirit 
of co-operation among the Fire Departments of New England, 
a friendship that is far beyond ordinary friendships. This 
memorial service pulls our heartstrings a bit more deeply 
because of this. 


fass., died Aug. 25, 


died Oct. 27, 1932. 
‘Washington, D. C., 


Estabrook, Brookline, Mass., 
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Some of the Demonstrations at the N. E. Chiefs Convention 


Upper—Two photos show oil fire quickly extinguished with foam stream 
from the new type Pyrene generator. At bottom, left—Morse nozzle, throw- 
ing a heavy stream, is manipulated with very little effort. Right—J. P. 
Miller, Jr., puts out a gasoline fire in a jiffy with a Stop-Fire extinguisher. 





“The great hope of the Christian religion is the hope of a 
future life. At every tick of the clock a soul passes to the 
Great Beyond. No wonder then that this question of immor- 
tality comes to us now and then. A great divide lies be- 
fore. Immortality is something that cannot be divined by 
our senses. Great philosophers have debated and wondered 
and left no message for us. But I feel that there are other 
senses of which we do not know and the message that I 
would leave with you is one of hope, courage and faith. 
Those who have passed on are perhaps with us in spirit to- 
day and are able to appreciate the beauty and significance of 
this service. There is only one way to look at death and 
that is with courage and steadfastness.” 

The benediction was by the Rev. Fr. Edmund Mullen, chap- 
lain of the Lewiston Fire Department. 

The closing number was a rendition of 


“The Star Spangled 
Banner” on the organ by Professor Crafts. 








Left, Chief R. E. Estes of Lewiston, 


Ex-Chief Irving Patt (left), and 


Chief Carl Stockwell 


Two Portlanders everybody knows The retiring presi- 


genial convention host, with the his son, Fire Captain Everett I. of Burlington, Vt., —Harry Lovell of Goodrich Rub- dent of the New 
always popular Chief Selden R. Patt of Central Falls, R. I Be- who will host to ber Co., and Chief Oliver T. England Association 
lien of Brookline, Mass. lieve it or not, they’re 86 and 63 next year’s  con- anborn. —Chief A. H. Kol- 

years young. vention. tonski, Rutland, Vt. 


Some Well-Known Figures at the Lewiston Convention 
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Some Familiar Faces Seen at the New England Chiefs’ Convention 


Left to right 
Mass.; State Senator 


Chief W. C. Mahoney, 
Daniel F. 


Peabody, 
McLaughlin of 


Mass.; Justin A. 


McCarthy, 
Rhode Island; Chief Frank C. 


Chief Wm. 
Leo E, 


H. Hawkins, 


Gorman of 


Boston; Franklin W. Haines, Boston; 
Charlesworth, Providence; Lieut. 


Haverhill, 
Providence 


(chief’s aide). 





Tuesday afternoon was devoted to exhibits and demonstra- 
tions. In the evening there was a get-together banquet in 
the Gymnasium Building of Bates College. Poland Water 
was furnished by courtesy of Hiram Ricker & Sons, of South 
Poland, Me. The dinner was followed by dancing at the 
armory and a concert by the Kora Temple Shrine Band and 
Drum Corps, conducted by Noble Ernest R. Hill. The ladies’ 
afternoon program included visits to the mills, shoe factories 
and hydro-electric plant. 


(Proceedings will be concluded in the next issue.) 


Burt Jacquith Dies in Brockton 


F. Burt Jacquith, Secretary-Treasurer of the Massachu- 
setts Fire Chiefs’ Association, died in Brockton, Mass., follow- 
ing an operation. He was sixty-one years old and a 
newspaper man for many years. He is survived by a sister 
and a niece. 


Rhode Island Chiefs Guest of Vanderbilt 


Members of the Fire Chiefs’ Club of Rhode Island were 
guests of Senator William H. Vanderbilt on June 10 at his 
estate, Oakland Farms. A clambake was served in the 
afternoon. 

Chief Frank Charlesworth of Providence presided at the 
meeting. Senator Vanderbilt and Lieut. Governor Robert 
Quinn of Rhode Island were elected to honorary active life 
membership. The club presented Senator Vanderbilt with 
a gold chief’s badge. In return, President Charlesworth 
was given an elaborate smoking stand. 

A large number of prominent state and municipal officials 
were present and addressed the assembly. Meetings of 
the club will be discontinued until the fall. 





Brown Heads New Mexico Firemen 


J. B. Brown of Las Vegas, N. M., was elected President 
at the convention of the New Mexico State Firemen’s Asso- 
ciation held at Las Cruces, June 5-7. Other officers elected 
at that time are Chief Ashley Pond, Santa Fe, First Vice- 
President; Chief F. H. Beatty, Clayton, Second Vice-Presi- 
dent; Chief J. B. Camunez, Las Cruces, Third Vice-Presi- 
dent, and Theodore A. Rosenwald, Albuquerque, Secretary- 
Treasurer. Next year the convention will be held in Ros- 
well. 





F. W. Knoeppel, Jacksonville, Fla., has had his territory 
enlarged. In addition to the other states he covers, he has 
the states of Florida, Georgia and South Carolina. He is 
agent for Mack apparatus, and for a number of other manu- 
facturers. 


A convention of the Northern Indiana Industrial and 
Volunteer Firemen’s Association was held at Bluffton. The 
new officers are President, T. J. Yoos, Markle; Vice-Presi- 
dent, LeRoy Crothers, Bremen; Secretary, G. W. Darr. 
Columbia City, and Assistant Secretary, Tom Hatfield, 
Bluffton. The 1934 convention will be held in Dunkirk. 


The New York Fire Department has appointed a special 
committee to make tests and render reports on appliances 
submitted to the Fire Department by the Board of Standards 
and Appeals. The committee consists of Assistant Chief 
Thomas F. Dougherty, Chairman, Assistant Chief Patrick 
Walsh, Deputy Chief Richard J. Marshall, and Acting Deputy 
Chief Charles W. Rankin. 


Eastern Chiefs Meet at Harrisburg, Pa. 


Chiefs who gathered at Harrisburg, June 23-24 to 
attend the sixth annual convention of the Eastern Associa- 
tion of Fire Chiefs, were urged to apply to the Admin- 
istrator of Public Works for assistance in financing depart- 
ment improvements. 

The convention was welcomed by Mayor George A. Hov- 
erter and Chief Charles W. Greenfield, Honorary Member 
of the Board of Directors, replied for the Chiefs. Talks were 
made by Herman A. Earley, Director of Parks and Public 
Property, Harrisburg, and by Chief Ross B. Davis of 
Philadelphia. 

The second day of 
were presented: 

“What Advantages, if any, 
Over 750 Gallons Capacity?” by 
Fire ENGINEERING; “What Type of Illuminating Apparatus 
do You Use When Fighting Night Fires?” by Deputy 
Chief John J. T. Waldron, New York Fire Department; 
“Selection of Teachers to Train Men,” by Chief John Cul- 
linan, Morristown, N. J. 

The following resolution was presented by Chief R. L. 
Smith, Pittsburgh, Pa., President of the International As- 
sociation of Fire Chiefs, and was approved: 

WHEREAS, our government has passed a National Re- 
covery Act that has been approved by the President which 
provides Three Billion, Three Hundred Million Dollars to 
encourage national industrial recovery; to foster fair com- 
petition and to provide for the construction of certain useful 
public works; and for other purposes and as a part of the 
general program to relieve unemployment, it is intended to 
create a Federal Emergency Administration of Public Works, 
operating under the direction of the President, to prepare 
a comprehensive program of public works, which shall in- 
clude among other things, the following: 

A. Construction repair, and improvement of public high- 
ways and parkways, public buildings and any publicly owned 
instrumentalities and facilities. 

WHEREAS, there are many cities badly in need of im- 
proved fire fighting facilities, particularly Fire Alarm Sys- 
tems to enable the Fire Departments to combat the great 
annual loss of life and property that we are confronted with, 

THEREFORE, BE IT RESOLVED by this Association that 
the Chiefs in need of improved facilities immediately check 
up their requirements and make the necessary application to 
the Administrator of PubAic Works of this Act for such finan- 
cial assistance as may be necessary to complete the project. 


The present officers are continued for another year. They 
are Ross B. Davis, Philadelphia, President; John J. T. 
Waldron, New York City, First Vice-President; Edward H. 
Warr, Baltimore, Md., Second Vice-President; Richard Lee 
Smith, Pittsburgh, Treasurer; F. E. Soulé, Coatesville, Pa., 
Secretary. 


McGranahan Resigns as Wheeling Chief 


Edward McGranahan, for the past eleven years Chief of 
the Wheeling, W. Va., Fire Department, tendered his resig- 
nation to become effective at once. He entered the fire ser- 
vice on October 10, 1905. Capt. Charles Long, First Assist- 
ant Chief, has been appointed Acting Chief. 


the gathering, the following papers 


Are There in Pumpers of 
Fred Shepperd, Editor, 








Welch New Chief of Columbus, Ohio 


Captain Edward P. Welch was appointed Chief of the Co- 
lumbus, Ohio, Fire Department on June 22 by Safety Direc- 
tor C. C. Williams, thus ending the long controversy as to 
the head of the department. He was third on the eligible list 
for appointment. His appointment becomes effective at once. 





Rockville Centre, N. Y., has engaged Charles A. Whitney 
to prepare plans and specifications for a complete fire alarm 
system for the village. Mr. Whitney recently completed work 


on a similar system for the village of Lynbrook, N. Y. 
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THE ROUND TABLE 


For Practical Discussion of Current Fire 
Department and Fire Management Problems 














TRAFFIC RULES GOVERNING FIRE APPARATUS 


T is the first few minutes at a fire that counts, for all 
conflagrations are small fires at the start. Fire ap- 
«paratus, therefore, must reach the fire grounds at 


the best speed consistent with safety. 


Attempts have been made to have fire apparatus obey 


traffic lights as a means of avoiding traffic accidents. To 


av 


oid delays caused by traffic congestion, drivers have 


been known to take to the left side of the road. Drivers 
are instructed to get to the fire, and not to take chances 
that prevent quick response. 


ap 


Returning from a fire the general rule is that fire 
paratus becomes just another vehicle on the road, and 


must obey all traffic regulations. 


treated in this issue. 


be 


In the box on this page is the problem in full that is 
Due to the large response, it will 
continued in the next issue. 


Discussion of the Question 


Richard L. Smith, Chief, Pittsburgh, Pa.: I do not approve 


of rules that will slow the response of apparatus answer- 
ing fires by compelling them to obey all traffic regula- 
tions. Neither do I approve of company commanders 
allowing grandstand or reckless driving in approaching 
and passing intersections controlled by certain rules or 
where the red light is against them. To my mind, the 
speed of the apparatus and any legal violations of traffic 
rules in answering alarms should be regulated or based 
on common horse sense, taking into consideration con- 
ditions as known or encountered enroute, whether traffic 
officers are posted to facilitate your right of way, etc. 
Company commanders and drivers must remember at 
all times that it is much better to reach the scene of the 
fire a few seconds late, than not get there at all. Ac- 
cidents have proven rather costly in a good many cities 
throughout the country, having reached rather serious 
proportions in some places. 

I mentioned above the company 
commander in addition to the 


of the traffic regulations should be strictly obeyed. 


Edward Clawson, Chief, New Kensington, Pa.: [In my opinion 


all fire apparatus should obey traffic rules. Our drivers 
are instructed to drive in second gea: on all runs within 
the city limits. This gives additional braking power 
and a quick getaway at dangerous intersections. I may 
also add that we have had no collisions for the past ten 
years. 

It is permissible for our drivers to pass vehicles travel- 
ing in the same direction on the left side as long as they 
have a clear vision straight ahead sufficient to allow pass- 
ing without danger. Never are our drivers permitted to 
pass oncoming vehicles on the left side of the road unless 
said vehicle has completly stopped and the left side is 
the only clear side. When in doubt our drivers are in- 
structed to give the motorist the benefit to avoid col- 
lisions at all times. 

I have instructed my drivers to obey all traffic lights 
and signals. All drivers are taught to stop on the red 
lights and to go on the green light, so why should this 
not include apparatus drivers? Of course where someone 
has stepped to the corner and halted traffic and gives the 
oncoming apparatus the signal to proceed, as is often 
the case, it is then undoubtedly safe to proceed through 
the signals. If there is not a person who has volunteered 
to do this service and the light is against the apparatus, 
it is wise to have a man alight from the truck to halt 
traffic before proceeding. 


John W. McCarthy, Chief, Corning, N. Y.: It is my judgment 


that when fire apparatus is responding to an alarm and 
nears a street intersection where a traffic officer is on 
duty, it is the obligation of the driver to obey the offier 
who can see both the apparatus and traffic coming from 
intersecting street. The officer is in a position to give 
double protection, with the apparatus having the right of 
way, naturally. Should the apparatus intend to turn 
that corner, a warning signal should be given the officer 
to enable him to clear the path. 

Driving on the left side of the road is an exceedingly 
dangerous practice, yet in an emergency to get past a 
traffic jam I consider it permissible, but only when it is 
possible to observe oncoming traffic 
and determine if there is a clearance 
without danger. It should not be at- 





driver, as we hold the company 


tempted at a street intersection unless 





commander equally responsible with 
the driver in cases of accidents 
while responding to calls until such 
cases are heard before the Trial 


HERE IS THE PROBLEM 


protected by a traffic light or officer, or 
unless there is a clear view, subject of 
course to the apparatus being under 
control. 





Court, where an investigation of 
all so-called accidents are made. 
This has had a tendency to bring 
them down to a minimum as dis- 
ciplinary action is taken in all cases 
where the evidence warrants it. 

Assuming the vehicle you are 
passing has obeyed the law by stop- 
ping on the approach of fire appa- 
ratus and the only passage (that 
on the left) is clear and there is no 
danger of a crash with approaching 
traffic in the other lane, it is then 
safe to pass. Again action taken 
is based on common sense and con- 
ditions as found. : 

The apparatus should be under 
control for a quick stop, if neces- 
sary, on its approach to and when 
passing through stop-lights. In re- 
turning to quarters from fires, all 


What is your opinion concern- 
ing rules to make fire apparatus 
responding to fires obey the traf- 
fic rules? 


Is it wise to permit drivers to 
pass vehicles on the left side of 
the road, if that is the only clear 
spot on the road? 


To what extent should the ap- 
paratus of the department obey 
traffic stop-lights? 








Frequently we have to drive against 
the red signal. This likewise is danger- 
ous, but the driver should approach the 
intersection with extreme caution and 
with his apparatus under control, taking 
advantage of his own warning signals. 
siren and bells, and the fact that 
pedestrians often act as traffic guides 
by stepping out to the street to watch 
the approach and passing of the trucks. 

Lloyd B. Canfield, Chief, Beverly 
Hills, Cal.: In my opinion it would be 
impracticable for fire apparatus to obey 
traffic rules while responding to alarms. 
It would be ridiculous to obey such 
traffic rules as boulevard stops, 15-mile 
zones, pedestrian crossing stops and 
school zone stops. In our department 
the drivers are not permitted to exceed 
the State speed laws excepting the slow 
speed zones, while responding to alarms, 
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but on returning to quarters every 
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until the authorized emergency vehicle 





trafic ordinance must be complied 


with. ee 
In this part of the country the 
passing of vehicles and street cars 


on the left side, particularly at inter- 
sections, has become almost a 
standard practice and the people 
seems to be educated along these 
lines to the extent that such prac- 
tice seems to be satisfactory. This 
is very much of a help in getting 


HERE IS THE PROBLEM FOR 
THE NEXT ISSUE 


Due to the large response to 
this problem, the discussion has 
been divided into two parts. The 


or vehicles shall have passed, unless 
otherwise directed by a police officer; 
and the operator of every street car 
shall immediately stop such car clear of 
any intersection and keep it in such 
position until the authorized emergency 
vehicle or vehicles shall have passed, 
unless otherwise directed by a police 
othicer. 

We obey traffic stop lights only when 
returning from a fire call or moving 


equipment through congested traffic from station to station, etc. While re- 
in as much as the equipment is second part will appear in the sponding to alarms traffic lights are 
traveling near the center of the turned on “stop” until apparatus has 


street, and the traffic coming in the next issue. 


opposite direction pulls over to the 
curb as far as possible on their 


passed through business district. 
Chas. A. Reynolds, Chief, Willimantic, 





Conn.: In responding to a fire alarm 





right, leaving a very good lane. 


Department apparatus should 
obey traffic stop lights only when 
returning to quarters. Drivers 


should approach an intersection with caution and have 
the machine well under control when running against 
the red stop lights. 

Drivers in my department are drilled in the fact that 
arrival at the scene of the fire is the major item of 
importance, that the difference of 10 or even 15 miles 
per hour in speed on short runs does not cut down the 
time of arrival materially. It is better to use good sound 
and safe judgment and be a few seconds late arriving 
at the fire than to take chances and have the equipment 
strung along the boulevards in accidents of various kinds, 
and never arrive at the fire. 


John L. Casey, Chief, N. Abington, Mass.: In my opinion, 


L. 


traffic regulations with regard to fire apparatus should 
be governed by local conditions. I do believe that de- 
partment rules should govern the speed of fire apparatus. 

In this state Chapter 89, Section 7A of the General 
Laws provide that: Upon the approach of fire apparatus 
going to a fire or responding to an alarm, every person 
driving a vehicle on a way shall immediately drive said 
vehicles as far as possible toward the right hand curb 
or side of such way and shall keep the same at a stand- 
still until such apparatus has passed. No person shall 
drive a vehicle within three hundred feet of any fire 
apparatus going to a fire or responding to an alarm, 
nor drive such vehicle, or park or leave the same un- 
attended within six hundred feet of a fire or within the 
fire lines established by the Fire Department. Violation 
of any provisions of this section shall be punished by a 
fine of not more than twenty-five dollars. 

If it is impossible for the apparatus to pass on the 
right side of the street and the left side is the only clear 
way, the driver should use the greatest of caution and 
proceed at a slow speed. 

In this department we have a regulation that provides 
that: Upon approaching the traffic lights the drivers of 
apparatus shall slow down to a speed of ten miles per 
hour and with warning signals sounding, shall proceed 
with caution and pass such lights only when sure of 
a clear roadway. 

We find the above rule necessary as some city and 
towns have regulations that provide that the fire appa- 
ratus shall obey the traffic signals and stop on a red 
light. When persons from such cities and towns have 
occasion to use our streets it is natural that they would 
in most cases expect the fire apparatus to stop on the 
red light. 

However, I don’t see how a local traffic regulation can 

take precedence over Chapter 89, Section 7A of the 
General Laws. 
F. McDonald, Chief, Jackson, Miss.: My opinion con- 
cerning rules to make fire apparatus responding to fires 
obey the traffic rules is: Such rules should not be en- 
forced when such enforcement would delay the progress 
of fire apparatus to a fire. 

I believe it wise to permit fire apparatus drivers to 
pass vehicles on the left side of street only in emergency 
cases, but not until the drivers of fire apparatus is posi- 
tively sure his way is clear and safe. Our Traffic Code 


relative to this point is as follows: “Upon the approach 
of any authorized emergency vehicle or vehicles giving 
audible signal by bell, siren or exhaust whistle. the oper- 
ator of every other vehicle shall immediately drive the 
same to a position as near as possible and parallel to 
the right hand edge or curb of the street, clear of any 
intersection, and shall stop and remain in such position 


{ can see no sound reason why fire 
apparatus should be made to obey traffic 
rules other than to exercise due caution 
; and to have sirens sounding. The 
Connecticut State law is very clear regarding this sub- 
ject in that it provides that: ‘Upon the approach of fire 
apparatus all drivers of other vehicles shall immediately 
drive and operate as near as practicable to the right hand 
side and stop until such vehicle used by a Fire company 
shall have passed. There is a penalty of not more than 
$50 for violating this law.” 

If the left hand side of the road is the only clear spot 
on the highway I do not see what else the officer in 
command can do but to order his driver to take that 
course. The primary object of any fire apparatus in 
responding to an alarm is to get to the location of the 
call as soon as possible with due regard for the safety 
of all concerned. Whether the driver is compelled to use 
the right, left or center of the street is of little con- 
sequence. 

In my department in responding to alarms, we are 
not concerned with traffic lights. It is immaterial to us 
whether they are red or green. The main object is to 
get on the fire ground. I do believe that fire apparatus 
returning to quarters should be brought to a standstill 
if the signal is red, then if the way is clear, to proceed. 
Sirens should not be sounded when returning to the 
stations. 


Peter Steinkellner, Chief, Milwaukee, Wis.: The Fire Depart- 
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ment order quoted governs apparatus when responding 
to fires: “When responding to an alarm, and the traffic 
signal (red light) is set against you, slow down, stop if 
necessary, until all traffic that is to proceed on the green 
light realizes that the apparatus is signaling for the 
right of way and has stopped to let you through, then 
proceed on your way. If the signals (siren and bell) 
do not get you the right of way, you must not take it 
under any condition. This rule also applies when enter- 
ing an Arterial Highway.” 

In responding to an alarm, apparatus should proceed 
on the left side of a thoroughfare providing traffic con- 
ditions are such that no other course remains open and 
it can reasonably be done with safety. 

With reference to apparatus obeying traffic rules, the 
Department order states: “Returning from an alarm, all 
traffic signals and rules must be obeyed. Signals other 
than siren shall be used, except in emergencies. 

“Officers riding on apparatus shall report all infrac- 
tions of this rule to the Chief Engineer. Officers and 
members found guilty of violating the above rules will 
be subject to suspension, reduction in rank, or dismissal.” 

All members of the department and especially the 

officers and drivers of apparatus have been, and are given 
definite instructions as to how they must drive to and 
from fires. 
W. Geiselman, Chief, Syracuse, N. Y.: It has always 
been the rule and should be that fire apparatus have the 
right of way when responding to alarms of fire. In 
order to assume the right of way, traffic rules must be 
violated (in these times). But care must be taken when 
these rules are violated not to have accidents, as it is 
much better business to have the apparatus driven with 
care than to go with such speed as to invite accidents 
and be unable to reach the scene of the fire. 

It is unwise to allow drivers to pass vehicles by driving 
on the left side of the road but, at times this must be 
done. 

Just as soon as we observe traffic regulations (to the 
letter) when responding to fires, we lose our right of 
way. Obey traffic regulations as far as is possible with- 
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out interfering with your speed and safety to reach the 
fire grounds. When returning from a fire it may be ad- 
visable to obey traffic oe 

Chas. W. Dickison, Chief, Peoria, Ill: Fire apparatus re- 
sponding to alarms of fire or any other emergency should 
have the right-of-way over all traffic. However, I do 
believe that all apparatus drivers should use every pre- 
caution possible and keep their machines under perfect 
control at all times. I am a firm believer that minutes 
count in this game when lives and property are involved. 
During the past month or so it has been our experience 
to arrive at two particular fires where the lives of more 
than 36 persons were in danger and rescue work on the 
part of the firemen was necessary before fire extinguish- 
ment could be started. In cases like this I would say 
that not minutes, but seconds are of unmeasurable value. 

It is advisable to use the left hand side of the road. 
In fact, I rather favor the left hand side of the road in 
responding to a fire for I believe it has its advantages. 
If a person coming down the street in an automobile is 
looking in the direction that you are coming, he has a 
much better chance of recognizing apparatus and thus 
having an opportunity to pull over to the curb than the 
person driving in the same direction as the apparatus 
is traveling. 

Fire apparatus should have the right-of-way and in the 
case of traffic lights not controlled by a central station, 
they should pass through them regardless of the signal, 
however using precaution and sounding their warning. 
On returning from a fire, traffic lights and regulations 
should be obeyed the same as anyone else. This of 
course is my opinion as the result of our local conditions 
and practice. 

A. B. Horney, Chief, High Point, N. C.: I think that to obey 
the traffic rules would slow up the department to such 
an extent that it is impracticable. However, the driver 
should keep his machine under control where traffic is 
congested. 

The question relative to the passing of vehicles on 
the left side of the road should be governed by the 
amount of traffic. If traffic is congested, the apparatus 
should not pass on the left; the driver must keep cool 
and use his head. My drivers are instructed to get to the 
fire in the quickest possible time with safety. 

Drivers are instructed to observe all traffic rules in 
returning from a fire, but in answering an alarm to use 
all speed up to 25 miles an hour or less if traffic condi- 
tions require such. Safety must be considered as there 
are two and sometimes more trucks answering the same 
alarm and from different directions. 

C. F. Baker, Chief, Highland Park, Mich.: It is my opinion 
that fire apparatus should not be required to obey all 
traffic rules as laid down by the various cities, but should 
be governed by rules of the department. When ap- 
proaching stop streets, traffic signals and other danger- 
ous places the speed should be reduced to insure safety 
to the department and the public. 

Driving to the left side of the road should be done 
only after all other means of passing have been closed 
and only then with great care. 

Apparatus should not be required to come to a full 
stop at a red traffic light, but should slow down to a 
speed consistent with safety and then in the event that 
a machine is crossing at that time the driver of the fire 
apparatus has a good chance to stop and avoid an ac- 
cident. 

Apparatus returning from a fire should obey traffic 
laws because in the absence of whistles, which are 
seldom used while returning, the apparatus is no more 
than an ordinary machine. 

W. H. Fuller, Chief, Vicksburg, Miss.: Fire apparatus should 
not run over 25 miles per hour while responding to an 
alarm of fire. That is a rule in my department, and in 
fact that limit cannot be exceeded here due to steep 
grades. No doubt this rule is broken in some cases, but 
if any drivers are found guilty of violating this order, it 
means suspension for them, as all have my warning. 
The Fire Department performs a governmental function 
and has the right of way on city streets. That does not 
give them the right to tear through the streets without 
any regard for life and limb of citizens, and traffic con- 
ditions. 

I don’t believe it is very wise to pull to the left side 
of the road to pass other vehicles, but we have had to 
do it on several occasions. Once it was necessary to 
go around a street car standing on a siding as well as 
a car parked near the curb. The street was narrow. 
It was a dangerous thing to do but, it was our only 
means of getting to the fire without a delay of several 
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minutes which is of considerable importance when life 
and property is at stake. 

The only time we obey traffic lights is on the return 
from fires. All apparatus then comes to a full stop just 
as do other automobiles. 

James D. Kailor, Chief, Columbus, Ind.: The trucks of the 
city fire department pay no attention to traffic stop-lights 
in answering fire alarms as we have electrical sirens on 
the two main street crossings. Drivers have orders to 
slow up before crossing the street where there are no 
stop-lights. 

Drivers are not allowed to drive on the left side of 
the street if they can get by any other way. A driver 
not long ago had to go on the left side of an Intervan 
traction car as the street was blocked on the right hand 
side by automobiles. He barely avoided a smashup. I 
issued orders that at no time should the left hand side 
of the street be used to pass any type of vehicle. 

We have one of the worst times in answering fire 
alarms as we do not get any support from the Police 
Department and people run their automobiles right up 
against the fire trucks when they stop. Sometimes it is 
impossible to lay hose lines until the cars have been 
moved. 

John Gibson, Chief, Mount Vernon, N. Y.: You have asked 
a very timely question, one that confronts every depart- 
ment. When the Fire Department is called it is an errand 
of mercy to save life and property, not to destroy. It is 
therefore essential that every precaution be used when 
answering a call. 

The duties of the Fire Department are of such a nature, 
and so much is expected from them in an emergency, 
that it makes it impossible to obey all traffic rules. A 
rule of our department is to use, “All proper dispatch 
consistent with safety shall be used in reaching fires.” 

It may not be wise for drivers to pass vehicles on the 
left side of the road, but another section of our rules 
states: “Drivers shall have apparatus under control at all 
times while traversing crowded thoroughfares, crossing 
street intersections and when turning corners or while 
driving in car tracks.” 

With reference to traffic stop-lights, I believe the rule 
quoted above covers this point. If a policeman is not 
on duty at a traffic stop-light intersection, extra care 
and caution should be exercised, especially when a driver 
of apparatus has a red light against him. Apparatus 
must reach the fire safely, prepared to do whatever duty 
is required. 





Chiefs’ Plan Holds Last Meeting of Season 


The regular monthly meeting of the Fire Chiefs’ Emer- 
gency Plan, and the last for the summer season, was held 
at Fire Headquarters, Greenwich, Conn., on the evening of 
Wednesday, June 21. Ex-Chief James N. Sullivan, the 
newly-elected President of the Plan, presided at the meet- 
ing, and asked First Selectman English, of Greenwich, in 
the absence of the Mayor, to welcome the members. A 
silver mounted gavel was presented to the President by 
Ex-Chief McCullough, and Ex-Captain Mangini. Standing 
Committees for the year were announced by the Chair, the 
Chairmen being as follows: Entertainment, Chief Steuhl; 
Membership, Ex-Chief Lambert; Ways and Means, Ex- 
Deputy Chief Roy Wooley; Publicity, Secretary Riviere; 
Constitution and By-laws, Secretary Riviere; Civic, Chief 
Brennan; Welfare, Ex-Chief McCullough; Fellowship, Ex- 
Chief Travis; Education, Chief Chambers; Financial, Secre- 
tary Riviere; Sick, Chief Brennan, Verplanck; Connecticut, 
Chief Veit. 

There was considerable discussion pro and con on the 
proposed Building Code for Westchester County, and also 
on the question of limiting trade discussions and demon- 
strations at meetings. The latter was finally left to the 
discretion of the Education Committee. 

An interesting account of a celluloid fire at North Arling- 
ton, N. J., was given by Chief Brennan, of Pelham Manor. 
The subject of film hazards was discussed by other Chiefs. 

The invitation of Chief Frederick C. Messinger, of Briar- 
cliff Manor, N. Y., was accepted, and the next meeting, to 
take place on Wednesday, October 18, will be held in that 
village. 

Refreshments were served by the Greenwich Fire De- 
partment. 





Fire hose threads in Kewaunee, Wis., will be recut to 
conform with the National Standard. The state has provided 
the necessary equipment free of cost. 
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, = NOTE—Readers are invited to send in questions, — 
. —— which will be answered in the order received. Names —— 
are omitted from questions unless otherwise specified i 


uestions - Answer 





FIRE ENGINEERING 








Day and Night Fires 
To the Editor: 


Will you kindly advise me what percentage of fires 
occur at night, and during the day. J. W.C. 

Answer: This question was submitted to George W. Booth, 
Chief Engineer of the National Board of Fire Underwriters, 
and his reply follows: 

“From what records we have looked up as indicating the 
percentage of fire alarms received at night, it appears that 
about 40 per cent occur between the hours of 6 p.m. and 
6 a.m. 

“In our opinion, there is much more definite meaning at- 
tached to the analysis of large fires, with respect to the time 
of day at which they occur. Judging from a study of the 
time of occurrence of the larger fires in some of the larger 
cities, about 70 per cent of the fires involving a loss of $15,- 
000 or more occur between the hours of 6 p.m. and 6 a.m.” 


Tools and Their Use 

To the Editor: 

Will you please answer the following questions ? 

Ouestion A. What are the various sizes of fire hose 
used by Fire Departments? 

Question. B. Give rule for opening fire hydrants? 

Question C. How should emergency repairs be made 
to burst section of hose. 

Question D. State how you would remove a_burst 
section of hose from line under normal pressure. 

Question E. Name five knots approved and adopted 
by the Bureau of Fire. 

Question F. Give the rule for placing proper hitches 
on ladder for sending to upper story or roof. 

Question G. Give the rule for placing heel of ladder 
from wall of building when going into service. 

Question H. In the event of being sent to make 
inquiries of water, what rule must one follow? 

Question I. What is a roof rope used for? 

Ouestion J. How would one find way out of a smoke 
charged building. a ws 

Answer A. The various sizes of fire hose used by Fire De- 
partments for extinguishing fires are: 


%-inch chemical hose 
l-inch chemical hose 
14-inch rubber lined hose 
114-inch linen hose 
1%-inch linen hose 
2-inch linen hose 
2%-inch linen hose 
2%-inch rubber lined hose 
3-inch rubber lined hose 
34-inch rubber lined hose 
Answer B. In a hydrant with the independent gates, the proper 
procedure is to first open the main valve completely, and then 
to open the independent gates afterward. If the independent 
gates are opened, or partly opened before the main valve is fully 
opened, the chances are that it would be extremely difficult to 
completely open the main valve thereafter. Hydrants in all 
cases should be opened slowly, after making sure that the hose 
is properly attached. 
Answer C. Where a line of hose, stretched to the roof, bursts, 
the remedy depends upon the location of the rip, as noted below: 
Where rupture is near roof. If tear is not large and a hose 


iacket can be quickly secured (by roof rope or otherwise), draw 
burst section to roof and put hose jacket over tear. 


If hose 


jacket is not available, or if it will take too long to secure it 
draw hose to roof and remove burst section. 

Where rupture is near street: Play hose back from roof so 
that burst section may be removed at street and replaced. Then 
draw up again and secure as before. 


Where rupture occurs on street: Use hose jacket unless rip is 
too long to be properly covered by the jacket. If the latter is 
the case, replace section. 

Answer D, Assuming that it is desired to maintain pressure 
on the line between the engine and the ruptured section, a hose 
clamp would be used to stop flow of water while the burst sec- 
tion is removed and replaced. Upon the line again being com- 
pleted hose clamp is slowly removed while the line remains 
charged. 

Answer E. 1. Bowline (or bowling knot). This is one of the 
most useful of all knots. It is a safe knot, never slipping and 
at the same time it does not tighten when put under tension. 
One of the common uses of this knot is in hoisting ladders to top 
of buildings. For this purpose a double half hitch is placed 
around each beam of the ladder, slightly above the center, one 
hitch being placed above and one below the rung at each beam. 
Then the two ends of the rope are brought up to a bowline, 
and from there one rope reaches to the roof. The short free 
end of the rope is made into a binding knot, which is nothing 
more than a half hitch around the tension end of the rope. 

Sheepshank. Where it is necessary to shorten a rope that has 
its ends already bound, the sheepshank is most effective in that 
it can be made to take up any amount of slack. Surprising 
though it may seem, the knot will not undo when submitted to 
heavy tension. The greater the tension, the tighter the loop 
around the slack becomes. It is easy to undo once the tension 
is removed from the line. 


Half Hitch. Of all knots the half hitch finds the widest use. 
Not only is it used alone but in combination with a variety of 
other knots. It is easy to make. The rope is fastened to a 
timber by a single half hitch. In tying the half hitch, the free 
end of the rope is brought around the tension end and then 
brought under itself. 

Rolling hitch. (Two turns and two half hitches.) This is a 
still more desirable fastening than the two half hitches, for 
it prevents the rope from slipping back and forward around the 
object to which it is fastened. 

Square knot (reef knot). This knot is a very secure one, and 
tightens under strain. Care must be taken, however, to make 
sure that the two terminals on one side of the knot are the 
tension lines. The knot is insecure if a lead on one side and a 
lead on the other side of the knot are used as tension lines. 

Answer F. General rule for hoisting and lowering ladders to 
and from roofs of buildings: 

10-foot, 15-foot and 20-foot ladders, divide by 5 and pass rope 
through rung of ladder at top and tie at bottom. 

Example: 20-foot ladder, divided by 5 equals 4. Pass rope 
through fourth and fifth rungs at top of ladder and tie two 
half-hitches and binder near bottom rung of ladder and turn 
ladder so as to have rope betweén the ladder and building 
when hoisting and lowering same. 

For 25, 30 and 35-foot ladders, divide by 5 and multiply by 2, 
then tie two half hitches on each beam of ladder and then make 
a bowline. Make ail knots tight and have bowline one rung 
above where hitches are tied. Don’t forget the binding knot 
on bowline, also have it midway between the two beams. Then 
turn ladder so as to have rope between the ladder and building 
when hoisting or lowering same. 

Example: 35-foot ladder divided by 5 equals 7, multipled by 
2 equals 14. The two half-hitches and bowline should be tied 
14 rungs from the top. 

Answer G. The rule for placing of ladders is as follows: 

The distance the base of the ladder should be placed away from 
a building is found in case of trussed ladders by the simple 
formula: 1/5 L + 2, where “L” is the length of the ladder in 
feet. For instance, if a 35 foot ladder were being placed against 
a building, and the ladder is of the trussed type, the distance of 
the base should be placed from the building would be one-fifth 
of 35 or 7 plus 2, giving 9 feet. 
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In the case of plain beam ladders (solid side) the distance 
the base should be placed away from the building is found by 
dividing the length of the ladder by 8. For instance, if a 35 
ft. solid side ladder were employed the base should be placed 
one-eighth of 35, or approximately 442 ft. away from the build- 
ing. When a ladder so placed is too steep for safe operation, 
the rule as applied to trussed ladders is usually employed. 

Answer H. This question is not answered as its meaning is 
not clear. 

Answer I. A roof rope is used for raising ladders from the 
street to the top of a building, for raising a hose line up, for 
raising tools, and for effecting escape of men from the roof. 

In hoisting ladders, hose or tools, the roof rope is taken to 
the roof by the men who proceed up fire escape, stairways or 
by other means. One end of the rope is firmly held and the 
other dropped to the street, where it is attached to the devices 
to be hoisted. 

In the case where roof rope is being used for escape of men 
trapped on a roof, one end of the rope is attached around some 
support such as a chimney, pent house, or other object which 
will not give way under strain. 

It is assumed that the rope is of sufficient length to reach to 
the street, or to the roof of adjoining building to which escape 
can be made. 

When the rope is firmly attached to the object on the roof 
and dropped over the side of the building in such a manner 
that the men going down the rope will not be endangered by 
fire, the men take positions on the edge of the roof and after 
wrapping a coat or other object around the rope slide to safety. 

Answer J. For a person to find his way out of a smoke charged 
building, he should follow the line of hose. 





NEW JERSEY CHIEFS WITNESS TESTS 
TO SHOW FIRE DANGERS IN HOME 


Association Holds Quarterly Meeting at Fort 
Lee, N. J.—Ex-Chief Kenlon, Robert H. 
Seip, Charles Fisher, and Others, Speakers 


EMONSTRATIONS to show the dangers of certain 

household hazards were made under the auspices of 

the New Jersey Zinc Company at a quarterly meeting 

of the New Jersey State Fire Chiefs Association held at 

The Rivera, Fort Lee, N. J., June 15. President Charles 

Greenfield presided. Rev. Edward Kelder, a volunteer fire- 

man for many years, offered invocation. The chiefs were 
welcomed by Mayor Louis Hoeber. 

John Kenlon, ex-Chief, New York Fire Department, gave 

a brief history of the Fort Lee district. Frank Sharpe, Presi- 

dent, State Exempt Firemen’s Association, gave a brief talk. 
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The demonstrations was made by Robert H. Seip, assisted 
by Sidney Hall. Mr. Seip said that few towns authorize the 
inspection of buildings, especially where there are no build- 
ing codes. Fire prevention is a little common sense, plus 
knowledge, plus realization of the value of the subject. He 
showed the force of exploding corn starch as dust, overload- 
ing of electric circuits, gasoline for cleaning, the safety of 
carbon tetrachloride, spontaneous combustion and the pos- 
sibility of fire starting when an electric light is broken in 
the presence of gasoline fumes. 

Charles Fisher, Consulting Engineer, told of the stand- 
ardization of hose couplings in the state. 

Sixteen hundred men have been trained in the state to 
teach other men. J. A. McCarthy, State Supervisor of Voca- 
tional Training said that the worker was not properly taught 
to do the job. Through imitating other workers he absorbed 
many bad points and a few good ones. Schools must teach 
the men who have been displaced in industry due to eco- 
nomic depression. Conferences are held to draw out and 
exchange ideas. New Jersey state has done pioneer work in 
developing teacher-firemen. This work does not displace 
the fire school, nor does it improve fire fighting methods. 
The training of teacher-firemen is part of the work of the 
State Department of Instruction. 

Frequent drills and trainings must meet local problems. 
Each department should meet its own problems. These facts 
were brought out by Mr. Fisher. He recommended that an 
annual award be made for teaching and drills and training. 
the award to be in the form of a plaque to be attached to the 
apparatus of the winning department or company. 

A number of problems were presented to be answered by 
Chiefs present. Some of the questions were on relaying fire 
apparatus, how to extinguish fire in a church steeple, and 
the size nozzles to use. 


Dooling Chief of Malden, Mass. 


William J. Dooling, nephew of Fire Commissioner John 
J. Hannan, of Malden, Mass., has been appointed Chief of 
the Malden Fire Department to succeed Chief John T. 
Nicolls, who retired on June 1 after 51 years of service in 
the Malden department. The new Chief is a veteran of 
the World War and served as clerk in the office of the 
Fire Commissioner for 12 years. 





Harry BELKNAP. 





All officers of the North Dakota Fire Prevention Asso- 
ciation were re-elected at the annual meeting held in Fargo, 
June 5. The men continued in office are Hardy F. Morris, 
Fargo, President; J. Pierce Wolfe, Moorhead, Vice-Presi- 
dent and D. C. Brown, Fargo, Secretary-Treasurer. 





Those Present at the New Jersey Fire Chiefs’ Meeting 


Wm. G. Bailey, Franklin. 

A. Baker, East Rutherford. 

Wm. Balbach, Ex-Chief, Keansburg. 
Thos. W. Baldwin, Capt., East Orange. 
Charles Beigner, Harrison. 

O. F. Beutell, Red Bank. 

E. G. Bledsir, Carteret. 

George Bolden, Ocean City. 

H. W. Breder, Chief, Egg Harbor City. 
W. D. Bullard, Ex-Chief, Haworth. 
Chas. E. Burr, Ex-Chief, Bordentown. 


Edward Hench, 
John G. Heus, Fort I 


Geo. L. 


J. D. Hayes, Chief, Millburn. 
East_ Rutherford. 


David S. Higgins, Edgewater. 

Louis Hoebel, Ex-Chief and Mayor, Fort Lee. 
Thomas J. Holden, Weehawken. G. H. Plary, Bogota. 
Howe, Ridgefield Park. 

Wm. Hunter, Ex-Chief, Ridgefield Park. 
Richard E. Hurd, West Caldwell. 

Chris H. Husselhuhn, Carlstadt. 

James Hutchinson, Totowa. 


Arthur H, Miller, East Orange. 
Sydney T. Olrick, Chief, Haledon. 
Wm. F. O'Neill, Chief, Weehawken. 
Peter Peterson, Port Reading. 
John M. Philport, Haledon. 


Clarence B. Poland, Manasquan. 
Richard D. Quinn, Capt., Livingston. 
Chas. W. Rapp, Carteret. 

at’ 4 C. Rapp, Ex-Chief, Carteret. 


Raymond, Fire Committeeman, Morris 








R. M. Cadman, Red Bank. 


August H. Carlson, Fire Commissioner, Edge- 


water 


C. S. Chandler, Fire Commissioner, Elizabeth. 


Albert Chamberlain, Chief, Hillside. 
Thos. Chatterton, Chief, Ridgefield Park. 
Samuel Cohen, Asst. Chief, East Orange. 
S. B. Conver, Chief. Ocean City. 

W. Cottrell, Ridgefield Park. 

Charles M. Crane, Carteret. 

John J. Cullinan, Chief, Morristown. 

S. A. Davis, Chief, Leonia. 

Ernest N. Day, New Market. 

Gus L. Day, Ex-Chief, Mendham. 
Dwight C. Decker, Chief, Nutley. 

— De Groot, Ex-Chief, Rutherford. 

ouis E. Dinesen, Dumont. 

C. A, Dobbins, Morris Plains. 

jocepa H. Desesl. Mayor, West Caldwell. 
Jarence H. Dougal, Chief. Livingston. 
John Ferrari, Chief, Hasbrouck Heights. 


Chas. H. Fischer, Cons. Engr., New York City. 


Jas. F. Finneran, Capt., East Orange. 

Estelle Finnerty, Bloomfield. 

Charles Freidel, Jr., Chief, Union City. _ 

August Gerstung, Ex-Chief, Elizabeth. 

Ht M. Green, Chief, Morris Township. 
has. W. Greenfield, Chief, Kearny. 

William S. Ginglen, Ex-Chief, Bordentown. 

Frank Gloor, Chief, Totowa. 

Harold J. Gernandt, Elizabeth. 

Wm. J. Groeger, Hillside. 

Floyd S. Hann, 2nd Asst. Chief, Dover. 


Wm. F. Ingold, Chief, Edgewater. 

Fred John, Chief, Dumont. 

Chas. F. Johnson, Harrison. 

James T. Keegan, Supt. Salvage Corps., 
Newark. 

William H. Kenah, Chief, Elizabeth 

James E. Kerr, Asst. Chief, Ridgefield Park. 

Louis Kieseliack, Greystone Park. 

Thomas P. Klimback, Chief, West Caldwell. 

i. J. Kralser, Ex- Chief, Leonia. 
B. Lembeck, Ex-Chief, Demarest. 

t Lofts, Ex-Chief, East Rutherford. 

George W. Lord, ief, Leonia. 

John A. McCarthy, State Supervisor, Trade & 
Industrial Education, Trenton. 

E. M. McCool, Bloomfield. 

Chas. McGettigan, Port Reading. 

Frank McFuirk, Basking Ridge. 

Edward Mader, Ex-Chief, Park Ridge. 

Julius Magask, Bloomfield. 

{ohe J. Masterson, Ex-Chief, North Caldwell. 
. H. Matthews, Ex-Chief, Orange. 

Witlgn Meenan, Ocean City. 

R. Meek. Bogota. 

Cc. E. Miller, Jr., Margate City. 

Frank Miller, Chief, Linden. 

(ome V. Miller, Weehawken. 
F. Miller, Manasquan. 

» £8 L. Mitchell, Ex-Chief, East Orange. 

Chas J. Morris, Auditor, New Jersey State 
Firemen’s Assn., North Bergen. 

Ye Morton, Manasquan. 


. T. Mortimer, Hainortb. 


Plains. 
George Read, South Orang 
Henry Reichrath, Ex- Chief “Park Ridge. - 
Harlan P. Ross, Bogota. 
Wm. P. Schlay,, Ridgefield Park. 
Gotrfield Schock, Ex-Chief, Union City. 
Peter N. Schutt, Ex-Chief, Rutherford. 
Fred Schweitzer, Ex-Chief, Garfield. 
F. R. Sharp, Livingston. 
James J. Sheehan, Ex-Chief, West Orange. 
Neill Smith, Ex-Chief, Weehawken. 
H. Stager, Ex-Chief, Nutley. 
Norman Stalter, Ex-Chief, Park Ridge. 
Edw. T. Stanton, Englewood Cliffs. 
Jos. Stevens, Chief, East Rutherford. 
Oscar W. Sterdel, Hasbrouck Heights. 
Chas. E. Thiel, Ridgefield Park. 
Chas. F. Thorn, Carteret. 
John J. Towery, Chief, Newark. 
Fred A. Trowbrid e, Morristown. 
Peter Van Dorn, Lieut., Clifton. 
os R. Vogel, Totowa Borough. 
. L. Vogel, Ex-Chief, Keansburg. 
J. J. Vreeland, Dover. 
Chas. Waechter, Union City. 
Chas. Warren, Bogota. 
Chas. W. Wilson, South Orange. 
Jacob Wolfburg, Linden. 
N.N. Wolpert, Frre Encrneertnc, New York 
City. 
Tohn Zanet, Chief, Clifton. 
Wm. Ziegler, Chief, Hackensack. 
Otto Zimmerly, Chief, Garfield. 
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Ohio Chiefs Hold 3-Day Convention 


More than four hundred fire-fighters attended the six- 
teenth annual convention of the Ohio Fire Chiefs’ Association 
held in Mansfield, June 13-15. 

“Over-Insurance from the Company Standpoint,” was 
discussed by W. H. G. Kegg, Secretary, Lumberman’s Mu- 
tual Fire Insurance Company, Mansfield. Richard E. Ver- 
nor, Manager Fire Prevention Dpartment, Western Actu- 
arial Bureau, spoke on “The Fire Service in the New Deal.” 
Josepah A. Kirby, District Chief, Dayton, spoke on “Police 
and Firemen’s Pensions.” 

A memorial address for a deceased member was given by 
District Chief Joseph Kirby of Dayton, Ohio. Short talks 
were also given by Fred Baer, President, International Asso- 
ciation of Fire Fighters, and by Charles Strickler, retired 
captain from Columbus. The President’s annual address and 
the appointment of committees then preceded the adjourn- 
ment for lunch. 

Tuesday evening a long parade through the city of Mans- 
field was featured with the Mansfield, Ohio, High School 





‘At the Ohio Chiefs’ Association Convention 


Upper—L. to R., Chief Henry J. Schulz, Second Vice-President, Ash- 
land; Chief C. A. Delaney, First Vice-President, Lakewood; Assistant 
Chief Welsh, Columbus; Chiefs McFarland, Marion; Curtis, Sandusky; 
Kile, Galion; King, East Cleveland, and Leedom, Portsmouth (in front). 
Lower—Mansfield Demonstration Crew: Chief Seeburger (near center, 
with badge) and Captain Stahl, Crew Leader (with paper in pocket). 


State Championship Band, other bands, many fire trucks 
and cars, and an old steamer belching forth smoke. 

Wednesday morning the meeting was divided into sec- 
tions. Chief Edward Green presided at a meeting of muni- 
cipal paid department Chiefs, Chief Henry J. Schulz at a 
meeting of the volunteer Chiefs, and Chief A. J. Stevinson 
at a meeting of the industrial chiefs. Asst. Chief J. A. Welsh, 
Columbus, presented a report on the fire school. R. B. Cris- 
well, Ohio Inspection Bureau, gave a demonstration of the 
electrical conductivity of chemical fire streams. In the 
afternoon there were exhibitors’ demonstrations and drills 
and evolutions. 

T. Alfred Flemjng, National Board of Fire Underwriters, 
spoke at a banquet held in the evening. 

The election of officers was held on the last day. The 
new officers are Harry J. Callan, Youngstown, President; 
C. A. Delaney, Lakewood, First Vice-President; Henry J. 
Schulz, Ashland, Second Vice-President; Philip J. Harty, 
Youngstown Sheet & Tube Co., Secretary-Treasurer. Next 
year the Chiefs will meet in Youngstown. 

R. B. Criswe tt. 





Directors of a new museum in the course of construction, 
on the Parkway, Philadelphia, are collecting old fire equip- 
ment for display in the museum when finished. 
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WHAT'S BURNING 


HE following list includes fires of $50,000 loss and over 
in the United States and Canada, for the month of 
June, 1933. These figures, compiled from the tele- 
graphic reports are based on estimates made at the time, 
and are subject to later investigation and consequent re- 
vision. Taken as a whole, however, they are an approxi- 


mately correct view of the losses incurred. The figures 
represent loss in thousands of dollars. 

ae in 

Month Ending June 30. ym 


San Francisco, Cal.—Plants of Acme Planing Mills and Forsyth 
Hardwood Co. 


Wake Forest, N. Car—Public school bldg. destroyed.............. 50 
Roosevelt Field, L. I., N. ¥Y.—Hanger E and 11 planes........... 150 
Long Beach, Cal.—Property of Richfield Oil Co., Signal Hill Field. 300 
Brockton, Mass.—Agricultural bldg. at Brockton Fair grounds...... 80 
St. Lin, Que.—Business and residential property................++ 65 
Hunter, N. Y.—Post office bldg. adj. property.............-0cse00e 80 
Kingston, Ont.—Fleming Hall at Queens University............... 125 
N. Arlington, N. J.—Atlantic Waste Co. plant............-..--00% 80 
Winston-Salem, N. Car.—Plant of Wall Lumber Co. destroyed.... 80 
San Francisco, Cal——Palmer Apartments, Pine Street.............. 50 
Council Bluffs, lowa—Plant of Sprague Foundry & Mch. Co...... 70 
Callander, Ont.—Smith & Son lumber yard, adj. property......... 100 
Harrisonburg, Va.—Property of Tutwiler Motor Co., adj. bldgs..... 50 
BE, Bee SSUES BOOPITET .o vcccccccccccccccesoccessoccees 80 
Allentown, Pa.—Lehigh-Bernstein Co., factory damaged ........... 160 
Kalamazoo, Mich.—Plant of Kalamazoo Tank & Silo Co........... 50 
Columbia, Pa.—Alto Theatre and apts. in Hardy bldg............... 60 
McPherson, Kan.—Nine bldgs. in business district................ 250 
Streator, Ill.—Whse. of Owens-Illinois Glass Co...............+-. 80 
Somerville, Mass.—Winter Hill Baptist Church destroyed........... 50 
Ipswich, Mass.—Vacant factory on Brown Square................. 50 
Fort Edward, N. Y.—Dwelling of Ulysses Canale destroyed........ 40 
Vancouver, B. C.—Plant of Johnson Sawmill Co.................- 40 
Des Moines, Iowa—Buildings at Riverview Amusement Park....... 80 
Lindson, Ont.—Mill of Carew Lumber Co. destroyed............. 40 
Pittsboro, N. Car.—Plant of Enterprise Mfg. Co................04. 50 
Clarinda, Iowa—Dairy barn at Clarinda State Hospital........... 50 
Glasgow, K ee of Davidson Bros. Grocery Co............ 170 
Nashville, Tenn.—Shop and cars of Nashville, Chattanooga & St. 
PE Ee pbc chcncoeesednasened gree sevnes 6esaseesconcsos cree 80 
Ft. Smith, Ark.—Property of Dyke Bros. Lumber Co.............. 65 
Gary, Ind.—Gary Lumber Co., damaged...........ceeeeeeeeeeees 50 
Denver, Colo.—St. John’s Cathedral damaged...............000055 50 
Marysville, Calif.—Marysville Hotel damaged ...........-.00+-005 80 
Fullerton, Cal.—Business and apt. property of Felix Stein......... 40 
Frederick, Okla.—Elevator of Henneman Grain & Seed Co......... 50 
Hempstead, N. Y.—Mill of Nassau Lumber Co. damaged......... 70 
Evensville, Tenn.—Post office bldg. adj. business property.......... 65 
Kirklin, Ind.—Grain elevator of Moore Bros. destroyed........... 50 
Longview, Tex.—Planing mill of East Texas Lumber Co.......... 65 
Lowell, Mass.—Factory of Federal Shoe Co., church, adj. dwellings. 165 
Lima, Ohio—Duffield and Fisk buildings destroyed...... seeeeseeees 65 
Salt Lake City, Utah—Bkig. occupied by Western Furniture Co.... 80 
New Orleans, La.—Storage tank of U. S. Industrial Alcohol Co.... 200 
Cincinnati, Ohio—Grocery whse. of Thiemann Bros............++++ 125 





Zone School Opens at Poughkeepsie, N. Y. 


The annual New York Zone Fire School at Poughkeepsie, 
N. Y., began its 1933 session the second week in May and 
will continue for the following ten weeks. Twenty-nine 
volunteer Fire Departments are sending a total of 450 men 
this year, and there are forty-five paid firemen, plus three 
fire instructors from Kingston and three from Newburgh, 
who are taking the course during the daytime. In addition, 
twenty-three volunteer Fire Chiefs are attending the School. 
Instructors include Captain Otto Dietz, Firemen Fred Weber 
and William Shelly, assisted by approved members of the 
Poughkeepsie Fire Department under the leadership of 
Chief Chris W. Noll. : 

Changes have been made in the evolutions to make the 
school more interesting. Classes begin at 7 p.m. each eve- 
ning with an outside drill, followed by lectures and chalk 
talks indoors after dark. Each ‘member must attend one 
weekly drill to be eligible to take the final examination. 
Arrangements have been made for outside speakers, who 
will demonstrate with experimental apparatus the chemistry 
of fire, the latest ideas in first aid work, and the more 
improved methods of fire fighting. A number of men are 
coming regularly a distance of over fifty miles to their 
respective drills. 





Wisconsin Firemen Re-elect Officers 


All officers of the Wisconsin Firemen’s Association were 
re-elected at the annual convention and tournament held in 
New Glarus, Wis., June 14-16. The men re-elected are 
William Wipperman, Portage, President; W. B. Reider, 
Whitewater, First Vice-President; August Leuttgeerodt, 
Wisconsin Dells, Second Vice-President; Carl Schultz, Hori- 
con, Treasurer, and E. Phillip Mueller, Jefferson, Recording 
Secretary. 
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Southern Chiefs Honor MacMillan 


The sixth annual convention of the Southeastern Asso- 
ciation of Fire Chiefs was held in Savannah, Ga., June 8 and 
9 with Chief John H. Monroe as host. Bands of the Atlanta 
Fire Department and the Savannah Fire Department enter- 
tained the Chiefs. 

The program consisted of talks by Chief Richard L. Smith, 


Pittsburgh, Pa., and Sherwood Brockwell, Raleigh, N. C. 
Chief Glen Huffstickler, Maryville, Tenn., gave a talk on 
Volunteer Fire Fighting. Chief D. W. Brosnan, Albany, 


Ga., spoke on “Salvage, Insurance, and Relationship of In- 
surance Companies and Fire Departments.” 

A demonstration of fire-fighting methods was staged by 
members of the Savannah Fire Department. Many social 
functions were arranged for the entertainment of the visitors. 

Chief H. R. MacMillan, Jacksonville, Fla., was elected 
President; Roscoe A. Foster, Portsmouth, Va., First Vice- 
President; W. W. Stephen, Anniston, Ala., Second Vice- 
President; John L. Miller, Concord, N. C., re-elected Secre- 
tary-Treasurer. Winter Haven was chosen as the next con- 
vention city. 





Kansas Firemen Meet in Wichita 


Three hundred firemen attended the three-day short course 
and annual convention of the Kansas State Firemen’s Asso- 
ciation held in Wichita, June 12-14. 

Instructors at the school included Harold G. Ingham, 
Lawrence; Harry K. Rogers, Western Actuarial Bureau, 
Chicago; Clarence Goldsmith, Assistant Chief Engineer, 
National Board of Fire Underwrite-s; Williarn DeRohen, 
National Board of Fire Underwriters, Chicago; Prof. Henry 
Werner, Kansas University; E. J. Stewart, Chief Engineer, 
Kansas Inspection Bureau, Topeka; O. J. Swander, assistant 
to Mr. Stewart; Carl Lund, President, Oklahoma State 
Fire Prevention Association. The short course was under 
the auspices of the University of Kansas. 

Chief F. P. Moore, Newton, was elected President of 
the Kansas State Association of Fire Chiefs. The other 
officers are George L. Lacy, Garnett, Vice-President; K. D. 
Doyle, Wamego, re-elected, Secretary-Treasurer; Trustees, 
Charles Marsh, Peabody, Otto Geisler, Leavenworth and 
Paul Ingels, Lawrence. 

A visit was made to the airport at night to watch the night 
liners arrive and depart. 





R. F.C. Aids Maine Cities Damaged by Fire 


Directors of the Reconstruction Finance Corporation allo- 
cated $1,000,000 of the $5,000,000 earthquake and fire recon- 
struction funds, authorized by Congress, to the cities of 
Auburn and Ellsworth, Me., two communities partially de- 
stroyed by fire this spring. The money is to be loaned by 
the R. F. C. through the Auburn Rehabilitation Corporation 
and the Ellsworth Rehabilitation Corporation, two non- 
profit making corporations, which have been formed to 
undertake the work of reconstruction in the two cities. 

The loan will be made on first mortgages, which the 
R. F. C. will hold as security, for the purpose of rebuilding 
houses destroyed by fire. The money will be disbursed 
on the certification of the two rehabilitation corporations 
and the presentation of collateral. 

Of the amount authorized by the R. F. C., $600,000 is to 
be allocated to Auburn and $400,000 to Ellsworth. 


Canadian Chiefs To Meet in Peterborough 


The twenty-fifth annual convention of the Dominion Asso- 
ciation of Fire Chiefs will be held at Peterborough, Ont., 
August 29-September 1. Chief Gimblett has provided a 


program of entertainment. 
The convention will consider first aid instructions in 
care of the injured, controlling and extinguishing fires 


in mining districts, and the danger of and the hazards 
caused by gasoline and other inflammable liquids and oils 
being discharged into sewers, the advantages of 1%-inch 
hose used in connection with 24-inch hose for certain class 
fires, the benefits of using a master adapter and small hose, 
and the maintenance and care of fire hose. 

Headquarters will be at the Empress Hotel. 
three other hotels in Peterborough. 


There are 





The per capita fire loss in Bucyrus, Ohio, has been reduced 
to twelve cents. This is the lowest figure since 1888. There 
were fifty-six fire alarms during the vear. 








Salvage Work Shown at Short Course 


Ten members from the Kansas City Fire Insurance 
Patrols, including Chief William H. Gardner, gave a salvage 
exhibition at the Northwestern Missouri Firemen’s Short 
Course held at Saint Joseph, Mo., May 17-18. There were 
391 present from seventy towns. 

Most of the school activities were in charge of Chief 
Leo Urbanski, Capt. Huebner, St. Joseph, Milton I. Parker, 


; 
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_ 
Demonstrating the Use of a Ballooned Cover, a Ladder for a Chute, 
and a Catch-All Basin at the School 


Engineer, Missouri Inspection Bureau, Capt. Hugh Owsley, 
and J. Burr Taylor, Secretary, Missouri State Fire Preven- 
tion Association. 





Lecocq Heads Oregon Fire Chiefs 


The annual convention of the Oregon Fire Chiefs’ Asso- 
ciation was held at Corvallis on June 7-9, with a large 
attendance. Henry Lecocq, of Marshfield, First Vice-Presi- 
dent, presided. An interesting feature of the convention 
was a first aid contest in which the Fire Departments of 
Corvallis, McMinnville and Tillamook took part. 

The Legislative committee was instructed to adopt a stand- 
ard thread for 1%4-inch hose couplings and prepare a measure 
to present to the next State Legislature, to have the same 
enacted as a State law. Through the efforts of the Oregon 
Fire Chiefs’ Association, the 2%-inch threads have been 
standardized for a number of years so that these threads 
are now uniform throughout all Fire Departments and 
industrial plants in the state. 

Mr. McCune of the Oregon Insurance Rating Bureau 
addressed the convention on “Rates and Rate making” 
emphasizing that insurance rates are based upon losses, and 
that the only way in which to secure and maintain low 
insurance rates is to hold down the losses. 

Officers elected for the ensuing year were: 
Henry Lecocq, Marshfield; First Vice-President, Percy Tall- 
man, Corvallis; Secretary, Thos. Coates, Tillamook; Treas- 
urer, Ivan Pearson, McMinnville. Trustees: L. A. Loomis? 
North Bend, W. F. Vandervelden of Forest Grove and Roy 
Elliott, of Medford. 


The Fire school in conjunction with the convention was 
well attended. Instructions were given by Dean Rogers 
and Prof. O. D. Adams of the Oregon State College; Bat- 
talion Chief Ed. Boatwright, of the Portland Fire Depart- 
ment, with demonstrations of drills by members of the 
North Bend Fire Department. A committee was also appoint- 
ed on standardization of drills, with a view to adopting as 
nearly as possible a uniform system of drills throughout 
the state. 


President, 





lowa Chiefs Re-elect Officers 


Chief H. J. Callahan of Fort Dodge, Ia., again heads 
the Iowa Fire Chiefs’ Association. The annual convention 
was held in conjunction with the ninth annual fire school 
at Iowa State College. The school had an enrollment of 
316 persons. The other officers of the association are Chief 
Joe Dobson, Keokuk, Vice-President; Chief L. R. Morris, 


Ames, Secretary-Treasurer. 














PROPOSED IMPROVEMENTS 





North Providence, R. I.—Projects 
totalling about $300,000 ave 
been considered by council for 
public works program and will 
be submitted to Governor for 
approval. Included is new fire 
alarm system to cover entire 
town and fire station for the 
Marieville district. 

Lebanon, Tenn.—City council con- 
sidering purchase of a new fire 
truck according to reports. 

San Francisco, Cal.—Public works 
construction of four new fire 
stations at cost of $185,000 and 
additional equipment and ap- 
paratus, at $388,000, according 
to reports. 

San Mateo, Cal. —City to apply for 
federal loan to the amount of 
$30,000 to finance construction of 
a new fire station in the Beres- 
ford Park district. 

Youngstown, Ohio — Contemplated 
public works program for city 
include $60,000 to $300,000 for 
new fire station or combination 
police-fire station, according to 
reports. 


FIRE BOAT 
For Sale 


A 26 foot Sea Sled Fire Boat 
with a 220 H.P. Engine and a 
model “B” Northern Pump— 
rated at 750 G.P.M. (no extra 
equipment). For further in- 
formation and price write: 
Box No. 710, c/o Fire 
ENGINEERING, 24 West 40th St., 
New York. 
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CONVENTION DATES 


FLORIDA FIRE 4th College, 
Fla. Under direction of J. F. MacMillan, Cocoa, Fila. 

July 11-12-QUEBEC POLICE AND FIRE CHIEFS’ ASSOCIATION. 
lst Annual Convention, Montreal, Quebec. Secretary-Treasurer, Robert 
Harrington, Chief Fire . epemmnes McColl-Frontenac Oil Co., Ltd., 
Windsor Hotel, Montre 

July 16—-MID-HUDSON -H¢ RRL EM VALLEY FIRE CHIEFS’ ASSOCIA- 
rliON, Firemen’s Picnic at Arlemco, 3 miles east of Rhinebeck, N. 
Y. (nm case of rain, July 23.) Secretary, Chief Kilmer, Fairview, 


= 

July 17-20—MICHIGAN STATE FIREMEN’S 
Annual Convention, Lansing, Mich. 
liams, Ludington, Mich. 

July 17-20—-TEXAS FIREMEN’S 
Session, A. & M. College, of Texas, 
H. R. Brayton, College Station. 

July_ 18-19—-MARITIME FIRE CHIEFS’ 
Convention, Digby, N. S., Can. Pe se” ‘Treasurer, 
neth J. MacRae, Puggsley Bldg., John, N. B. 

July 20-22—-WEST VIRGINIA VOLU NTEER AND PAID FIREMEN’S 
ASSOCIATION. Annual ane and re School, Romney, 
W. Va. Secretary, W. V. Lon Keyser, W. 

July 2®-22—MONTANA STATE FIRE! EN’S ASSOCIATION. 42nd 

Annual Convention, Havre, Mont. 3rd Firemen’s Short Course, to 

be held at Bozeman, date not yet set. Secretary-Treasurer, D. E. 


July 10-12 COLLEGE, Daytona Beach, 


ASSOCIATION 59th 
Secretary-Treasurer, H. L. Wil- 


SCHOOL. 4th 
College Station, Tex. 


ASSOCIATION. 


TRAINING Annual 


Director 


19th Annual 
Captain Ken- 


Moser, Bozeman, Mont 

July 24-27—WEST VIRGINIA FIRE SERVICE EXTENSION SCHOOL. 
3rd Extension School, ane of West Virginia, Morgantown. 
Secretary, Chief C. J. Powell, Romney, W. Va. 

July 24-28— VEST VIRGINIA FIRE CHIEFS’ ASSOCIATION. 2nd An- 
nual Meeting, University of West Virginia, Morgantown, Secretary, 
Chief C. J. Powell, Romney, W. Va. 

July 2-29—COLUMBIA COUNTY FIREMEN’S ASSOCIATION. 8th 
Annual Convention, Hudson, N. Y. Secretary, George Feltner, Stock- 

ort, N. 

hago CENTRAL PE ty ANIA FIREMEN’S ASSOCIATION. An- 
— Bee, Kane, 

Aug. -WISCONSIN PAID’ FIREMEN’S ASSOCIATION. 26th An- 
a, " Caan Green Bay, Wis. Secretary-Treasurer, William H. 
Schultz, Sheboygan, Wis. 

Aug. 7-9—MICHIGAN STATE FIRE CHIEFS’ ASSOCIATION. 8th 
Annual Convention. Traverse City, Mich. Secretary, George F. 
Dansbury, Grosse Pointe Farms, Mich 

Aug. 8—MASSACHUSETTS PERMANENT FIREMEN’S ASSOCIA- 
TION. 2ist Annual Convention, Hotel Nonotuck, Holyoke, Mass. 
Secretary, W. Fred Thomas, Worcester, Mass. 

Aug. 8-10.—INDIANA FIREMEN’S ASSOCIATION. 17th Annual 
Convention, Gary, Ind. Secretary, Clem Smith, P. O. Box 520, Terre 
Haute, Ind. 

Aug. 8-11—STATE FIRE CHIEFS’ ASSOCIATION OF VIRGINIA. 5th 
qangel Convention, . “en Va. Secretary-Treasurer, Chief 

. Rouse, Orang 

Aug. "8-1I—VIRGINIA eS TATE FIREMEN’S ASSOCIATION. 47th An- 
nual Convention, Harrisonburg, Va. Secretary, O. V Dabney, 
Staunton, Va. 

Aug. 15-18—-FIREMEN’S ASSOCIATION OF THE STATE OF NEW 
YORK. 6lst Annual Convention, Poughkeepsie, N. Secretary, 
Fred A, Davis, Fort Edward, 

Aug. 16-18-UTAH STATE FIREMEN’S ASSOCIATION. 26th Annual 
Convention and qopaament, Provo, Utah. Secretary, John J. Cree- 
don, Bingham, ah. 

Aug. 21- NTERN ATION AL ASSOCIATION OF FIRE CHIEFS. 
6lst Annual Convention, on board Steamer “Seeandbee.”’ for Cruise on 
Great Lakes. Secretary-Treasurer, Ex-Chief James J. Mulcahey, 16 
Franklin Avenue, Yonkers, N ’.; Executive —_.~% Jay W. 

ts’ Exchange Bldg.. San Francisco, 


Stevens. Merchants 
Aug. 22—-MISSOURT VALLEY ASSOCIATION OF FIRE CHIEFS. An- 
A, F. C.. Convention. on Board 


nual Convention 2nd day of TI. , 
Steamer “Seeandbee.”” Secretary-Treasurer, Chief Ray Tiller, Water- 
loo, Ta. 

Aug. 29-Sept. 1—DOMINION ASSOCTATION OF FIRE CHIEFS. 35th 
Annual Convention, Empress Hotel, Aone ~ “ae Ont., Can. Secre- 
tary, Chief Tames Armstrong. Kingston 


Sept.-ARKANSAS STATE FIREMEN’S ASSOCTATION, 12th Annual 
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Convention. Eureka Springs, Ark. 
Secretary-Treasurer, H. D. Compton, Little Rock, Ark 

Sept.—OKLAHOMA STATE FIREMEN’S ASSOCIATION, 39h An- 
nual Convention, Oklahoma City, (Exact date to be decided 
later.) Secretary-Treasurer, Slemp, 820 East 19th St., 
Oklahoma City. 

Sept.—_NORTHWEST FIRE SCHOOL. 6th Annual Fire School, exact 
date not set, but probably in September, as usual. University of 
Minnesota, Minneapolis. Address, Chief Frank W. Fuller, Brainerd, 
Minn. 

Sept. 5-7—KENTUCKY STATE FIREMEN’S ASSOCIATION. 
nual Convention, Pikeville, Ky. 
Starks Bldg., Louisville, Ky. 

Sept. 12-14—-LOUISIANA STATE FIREMEN’S ASSOCIATION. 28th 
Annual Convention, Monroe, La. Secretary, Mayor T. E. Wright, 
Houma, La. 

Sept. 12-14—PACIFIC COAST ASSOCIATION OF FIRE CHIEFS. 
40th Annual Convention, Portland, Ore. Secretary, Ex-Chief Jay W. 
Stevens, Merchants’ Exchange Bidg., San Francisco, Cal. 

Sept. 12-14—-WISCONSIN STATE FIRE CHIEFS’ ASSOCIATION. 
5th Annual Convention. Wisconsin Rapids, Wis. Secretary, Chief 
Arthur J. Rahn, Two Rivers, Wis. 

Sept. 18-19-MISSOURI ASSOCIATION OF FIRE FIGHTERS. 9h 
Annual Convention, Kansas City, Mo. Secretary-Treasurer, M. J. 
Mulvoy, 405 City Hail Building, St. Louis, Mo. 

Sept. 19-20-IOWA_ FIREMEN’S ASSOCIATION. 56th Annual Conven- 
tion, Denison, Ia. Secretary, Paul A. Soener, Independence, Ia. 
Sept. 21-22—-DELAWARE VOLUNTEER FIREMEN’S ASSOCIATION. 
13th Annual Convention, Laurel, Del. Secretary, Sam H. Carson, 

waver, Del. 

Oct. -TEMISKAMING FIREMEN’S ASSOCIATION. 
Te my New Liskeard, Ont., Can 
Thompson, New Liskeard, Ont. 

Oct. 3-5—-PENNSYLVANIA STATE FIREMEN’S ASSOCIATION. 
Annual Convention, Haven, Pa. Secretary, 
Clark, Wayne, Pa. 

Oct. 17-19—-ILLINOIS FIREMEN’S ASSOCIATION. 47th Annual Con- 
vention, Rockford, Ill. Secretary, Assist. Chief Roy W. Alsip, Fire 
Department, Champaign, Til. 

Oct. 17-19-NEBRASKA STATE VOLUNTEER FIREMEN’S ASSOCIA- 
TION. 5ist Annual Convention, North Platte, Neb. Secretary-Treas- 
urer, Fred W. Muller, Norfolk, Neb. 

Oct. 18—FIRE CHIEFS’ EMERGENCY PLAN. Next meeting, Fire 
Headquarters, Briarcliff Manor, N. Y. Secretary-Treasurer, Capt. 
Riviere, Fire Headquarters, Larchmont, es Be 

Oct. 25—FAIRFIELD COUNTY FIRE CHIEFS’ EMERGENCY PLAN. 
Next Meeting, Fire Headquarters, Turn-of-the-River, Conn. Secretary, 
John Moehring, Toms Road, Stamford, Conn. 

9, 1934-DEL-MAR-VA VOLUNTEER FIREMEN’S_ ASSOCIA- 


5th Annual Convention, Lewes, Del. Secretary, E. C. Bailey. 
Laurel, Del. 


(Exact date to be decided later.) 


iarles 


14th An- 
Secretary, Capt. S. G. Render, 940 


10th Annual 
Secretary-Treasurer, F. E. 


54th 
Charles’ E. 


Activities of the Denver Department 


The extensive activities of the Fire Department of Denver 
Col., for the past year are described by Chief John F. Healy 
in his printed annual report. 

The department cooperated with other branches of the city 
government in alleviating suffering among the unemployed. 
The men voluntarily subscribed six days pay and in addition 
to this $15,000, a sum of $20,000 was diverted from the Fire 
Department appropriation to that of the Department of 
Health and Charity. Toys were repaired and distributed in 
cooperation with the Denver Post. 

The rescue squads attended 107 emergency cases. Of the 
72 human lives involved, 33 were saved. The department 
considers this a very gagod record, since the squads were 
often called after the patient had been pronounced dead. 

During the past year the department responded to 2,220 
alarms, of which 232 were false or unnecessary. 





All Aboard for |. A. F. ©. Convention 


(Continued from page 193) 


Ohio; Robert Anderson, Buckeye Iron & Brass Co., Dayton, 
Ohio; Chief Wm. H. Carver, Dayton, Ohio; Chief F. B. a 
Dayton, Ohio; C. A. Delaney, Lakewood, Ohio; Chief W. B. 
Peckinpaugh, Wooster, Ohio; J. C. Sch eliin, Akron Brass Co., 
Wooster, Ohio; Claude Summers, Norman, Okla.; Chief M. M. 
Tawney, Harrisburg, Pa.; H. Clare Stockman, New Castle, Pa.; 
Charles E. Wood and wife, Ahrens-Fox Fire Engine Co., 
Norristown, Pa.; Chief A. S. Stauffer, Palymra, Pa.; Ira Yeo- 
man, Parkesburg, Pa.; L. J. Bowker, Mine Safety Aplliances 
Co., xno Pa.; Chief Richard Lee Smith, Pittsburgh, Pa.; 
Fred Z Zeiser, Shamokin, Pa.; F. - + ~¥ and wife, Verona, Pa.; 

Clark, Williamsport, ‘ as i Central 
mune R. L.; Chief Jooegh 8. Ss. . New R. L; Henry 
B. Wells, Newburg, S D. Gambrell, Dallas, Tex.; 
Chief S. Ferguson, Fort ron Tex.; ; Chief James K. ncan, 
Jr., Alexandria, Va.; Richard M. Green, Jr., Alexandria, Va.; 
Chief A. Spence, St. Boniface, Man., Canada; Chief D. A 
Boulden and wife, Winnipeg. Man., Canada. 





Plans were approved by the Public Safety Commission of 
San Diego, Cal., for rebuilding or repairing ten fire stations 
and for constructing three new fire stations. 
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“DUD TRUSS LADDERS 


The Ladder Hundreds of Fire Chiefs 
Have Been Waiting For! 


ALL RUNGS SET IN STRAIGHT LINE 
ALL RUNGS TURNED FROM ONE PIECE 


ERE is a ladder that is really different, the result of practical experience by every- 

day fire fighters. For instance, the "DUO" truss ladder is so made that it will 
not sag at the ends, the rungs can't work loose, fastenings will not rust. Then, too, 
instead of the rungs curving with the truss, the rungs on a "DUO" truss ladder are 
set in a firm straight line with the lower rail. 
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Practical fire chiefs who look for the highest efficiency in their departments are 
enthusiastic about the "DUO." We suggest that you send now fer descriptive litera- 
ture and prices on this new and safer ladder. By all means see it before you place 
another order for ladders. 


ANY SIZE LADDER YOU WANT. GET PRICES NOW! 
DUO-SAFETY LADDER CORPORATION 


CHILTON, WISCONSIN 
(Formerly John K. Arps Manufacturing Co.) 











MEET PRESENT DAY NEEDS ECONOMICALLY 
BY INSTALLING YOUR OLD EQUIPMENT ON A 


Luverne Fire Truck Chassis 


WITH 750-1000 GAL. 
PUMP 














STANDARDIZED AND UNDERWRITER APPROVED 
Prices quoted on request 


LUVERNE FIRE APPARATUS COMPANY 
LUVERNE, MINNESOTA 


BAR I ON Avrrer all, a good badge is a ible inv t. Not every- 
one can wear a fireman’s emblem of service. You men who have 


devoted your lives to saving life and property should be proud 
























F of your badge 
1re You will be if you wear a BRAXMAR BADGE. Over fifty-five 
P years ot experience goes into every badge you buy. 
mM Catalog on request. 
u ps Cc. G. BRAXMAR CO., 242 West 55th Street, New York 


DEQUATE protec- 
A tion at low cost. 
Used with any com- 
mercial chassis and with- 
out any costly altera- 
tions. Centrifugal type 
front mounted for pump- 
ing clean or dirty water. 
Four sizes— all auto- 
matically primed. Two 
largest pumps have —— 
Underwriters’ 


RAXMAR 
=== ||IPADGES 


AMERICAN STEAM puMP < COMPANY Standard for Over Fifty Nears 


We shall appreciate your mentioning Fire ENGINEERING when writing advertisers 





























TRIPLE COMBINATION 3 TONE 
FEDERAL WHISTLE 


low pressure triple combination air whistle that will operate 
on of any existing fire alarm system. it has no equal for —_ 
volume. No moving parts—nothing to get out Bg order. 
anteed for 10,000 hours of continuous biowin Get complete 
details and attractive price by writing for “aultetin 38. 


FEDERAL ELECTRIC COMPANY 
8702 South State Street, Chicago, Illinois 
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Here I is suh! 





SAMBO 


Pats Out 
CHIMNEY FIRES 
Quickly 


THE GENERAL PRODUCTS COMPANY, INC. 
NORWALK, CONN. 











Bi-Lateral Fire Hose 





The one hose that does not require frequent replacements. 
Always reliable for fire service no matter how old, if the 
jackets are intact. 

Lined with three rubber tubes, specifically guaranteed for six 
years. 


BI-LATERAL FIRE HOSE CO. 


15 Park Row 20 N. Wacker Drive 
New York, N. Y. Chicago, Ill. 


HEWITT-GUTTA PERCHA 


FIRE HOSE 


A complete line, including 
Wax Treated - Solid Multiple Woven 


AND 
Single and Double Jacket Hose 
Manufactured by 

HEWITT - GUTTA PERCHA 


RUBBER CORPORATION 


BUFFALO, N. Y. 


“Territories Available” 














EDDY 
Fire Hydrants 


Are given preference by so many fire 
protection and water works men be- 
cause they know that more than half 
a century of experience go into their 
manufacture and they embody valu- 
able and exclusive features. 


Write for the Facts 


EDDY VALVE CO. 
Waterford, N. Y. 


James B. Clow & Sons, Chicago Agents 











COMFORT AND SECURITY 


WITH THE 


CAIRNS 


LATEST LOW HEAD 
COMFORTABLE AS CUSHION LINED 


YOUR OLD FELT HAT; 
WON'T SHAKE OFF H F [ M F T 
Never go to a fire with- 
out the protection of & Send for your copy of Catalog 


good helmet. It may No. 227, showing this latest im- 
save your life. provement. 


CAIRNS & BROTHER 


444 LAFAYETTE STREET - Established 1836 - NEW YORK 














New Victor 


Gas and Fume Mask 


Better Rubber. Longer Life. 
Better Fitted. Moulded to Fit the 
Face. Better Vision. Renewable 
Lenses. Better Air. Better Work. 
Low Prices. High Quality. 


Over 5,000 Victor Gas Masks 
Service 
Full Line Fire Dept. Supplies and 
Equipment 
New 43 Edition Catalog on Request 


The Woodhouse Mfg. Co., Inc. 
156 Chambers St., New York 


D. A. Weedhouse George J. Kuss 
Pres. andGen. Mer. Vice- Pree. and Treas. 





























JOHN H. CLAY, INC. 
1320 Ridge Ave., Philadelphia, Pa. 





DOOR SPRINGS 


Complete Automatic Spring Outfits for Doors Opening 
In and Out. Used throughout the world. Once on the 
doors your door pt on troubles cease. They last a 
lifetime. Send for Bulletins. 























Please mention Fire ENGINEERING when writing advertisers 
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THE FIRE SERVICE INSTRUCTOR 


The Thirteenth Installment of a Treatise to Aid 
Those Responsible for Training Men in the Fire 
Service to Develop a Systematic Type of Teaching 


By O. D. Adams 


State Director for Vocational Education in Oregon 
Prof., Industrial Education, Oregon State College and 


Edward L. Boatright 


Battalion Chief, Portland, Ore., Fire Department, and 
Director, Portland Fire College 


and 


Chapter IV (Continued)—Helps in Teaching 
General Description of Aero System (Continued) 


T each end of the tube there is a diaphragm or small 
metal box with very thin sides capable of being 
bulged outward by air pressure. The bulging of 

the diaphragm closes electrical contacts which operate a 
transmitter, automatically sending the alarm to the Fire 
Department. An annunciator indicates the floor or section 
of the building where the fire originated and a local alarm 
is sounded on gongs. Each diaphragm frame carries a 
“vent” which is really a small leak trom the tubing to 
the outer air. The “vent” is the compensating feature 
of the system. It allows air to pass very slowly into or 
out of the tubing in order that the inner pressure may be 
the same as that of the outer atmosphere. Slowly rising 
temperatures, such as those taking place between night 
and day or winter and summer or those caused by 
radiators or other heating appliances, increase the air 
pressure within the tubing so slowly that it can be re- 
lieved through the vents without moving the diaphragms ; 
a fire, however, causes such a rapid increase of pressure 
that the diaphragms are bulged out, the contacts closed, 
and the alarm given before the pressure can escape 
through the vents. The amount of leakage through 
the vent can be regulated so as to pass a pre-determined 
amount of air per minute. It is, therefore, easy to ad- 
just the vents so that a fire will give an alarm although 
a gradual rise of temperature will not do so. 

The Aero System operates on the principle of the 
“rate of temperature rise.” It is not a “fixed point” 
alarm; that is, it does not necessarily give an alarm of 
tire because a certain high temperature has been reached. 
It operates only when the temperature rises rapidly from 
any previously existing condition, whether that tempera- 
ture was low or high; it will, therefore, give an alarm 
from the outbreak of a fire in a boiler room as readily 
as from a fire in an ice-house. 

All parts of the system can be tested for operation as 
frequently as desired, and no part or device has to be re 
newed after a fire call has been sent in order to replace 
the system in service. This applies not only to the 
electrical parts of the system, but to the tubing circuits 
as well. 


Apparatus 


The apparatus installed on the premises consists of 
one or more Aero tubing circuits each connected to a 
Detector Unit, one or more manual stations, a control 
panel with Transmitter and Relay, and Annunciator and 
local Alarm bell. A local Source of electrical energy is 
also provided together with necessary wire, conduit and 
miscellaneous fittings. 


Aero Tubing 


The tubing used in this system is of pure drawn cop- 
per with an outside diameter of approximately 1/12”. 
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This tubing is distributed throughout the protected areas 
so as to insure a prompt alarm on the outbreak of fire 
at any point. Methods of installation and other struc- 
tural details are controlled by the rules of the Under- 
writers. 

Detector Unit 


The tubing circuits terminate in a detector unit. The 
base of this unit is 8% inches long, 6% inches wide, and 
1% inches deep, with tapped holes for 14-inch conduit 
both top and bottom. The front cover is a pan 2 inches 
deep made of pressed steel. The unit has either an 
enamel or parkerized finish. 

One detector unit is required for each tube circuit, 
both ends of the tubing terminating in the unit. In this 
are assembled on a small bakelite panel the necessary 
devices for the operation of the circuit. The devices are: 
two detector frames in which are set the expansible 
diaphragms and compensating vents, two annunciator- 
actuating relays, a test-valve, a test switch and the neces- 
sary terminals and wiring. 

(To be continued) 





Connecticut Chiefs' Emergency Plan Meets 

The Fairfield County Fire Chiefs’ Emergency Plan held 
its “Charter Meeting” at Stamford, Conn., on the evening 
of Wednesday, June 28, with about sixty present. There 
were among the guests Chiefs Sullivan, President; Arthur 
Steuhl, Past-President, and Captain Riviere, Secretary of 
the Fire Chiefs’ Emergency Plan, the parent organization. 
Chief Victor H. Veit, Stamtord, President, presided, and the 
members were welcomed by Mayor Joseph Boyle, Stamford. 
Each of the visiting officers from Westchester made a short 
address, urging the members of the new organization to 
stand back of their President and give him all the support in 
their power. 

Ex-Chief Mulcahey, Yonkers, N. Y., Secretary-Treasurer 
of the I. A. F. C., spoke of the early struggles of the origi- 
nal Chiefs’ Plan and the difficulties which beset the men 
who had been instrumental in formulating this new idea in 
fire chiefs’ organizations. He emphasized the advantages 
which had accrued to the Fire Departments of Westchester 
County through the success of the Plan, especially in the 
bringing of the officers together in mutual understanding and 
friendship. 

Chief Bogardus, of Norwalk, suggested that all Chiefs 
of Connecticut bring to the next meeting a list of the ap- 
paratus, etc., available for help in case of need. 

On invitation of Chief H. Askew, it was decided to hold 
the first meeting of the Fall at Turn-of-the-River, Conn., on 
Wednesday evening, October 25. 

A clam chowder supper was served by the local department 
at the close of the meeting. 





Waupun, Wis., has standardized its hose threads to con- 
form to the thread used at Fond du Lac. 


- 


A motor pumper has been purchased by East Rushville. 
Pa. Water will be drafted from large cisterns about the 
village. 


The erection of a drill tower and the purchase of a new 
fire engine, was recommended by Chief Thomas L. Coyle 
of Paterson, N. J., in his annual report. 


Putting out a cat may be an ordinary task, but to Thomas 
P. Brophy, Chief Fire Marshal of the New York Fire 
Department, it served as a means of indicting a druggist 
for arson. Normally the cat slept in the store. The night 
when an explosion took place, the druggist let his Persian 
cat out. A partly burned cardboard container was found 
which had a strong gasoline odor. 


Firemen of Ottawa, Ill, have gone back to the old 
routine of one day off and one day on. The department 
tried out an arrangement of having one shift remain one 
week at the station while the other remained at home. 
The new system was started December 1, after a financial 
crisis in city affairs made it necessary to place firemen on 
a new working basis. Police now work half time on half 
pay while firemen work full time on half pay. 
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FALSE ALARMS 


MERELY A HINT 

Life in a suburban fire station is less 
exciting compared to that of the men 
stationed in houses in the mercantile 
section. Men in residential areas have 
more time. In this outlying station 
it was the custom for one fireman to 
prepare the meals for one week, and 
then he was relieved by another. Two 
of the men were rather proud of their 
abilities as chefs. When it was Olsen’s 
turn, McCue who was relieved said: 

“Mind you, Olsen, I’m not saying 
anything about your cooking, but the 
past few days there has been an 
unusual demand for crackers and 
cheese.” 


“Oh, Lord,” prayed the miss, “I’m 
not asking a thing for myself but 
please send mother a son-in-law.” 


IN THE SPRING 

In the spring arrive dandelions, scal- 
lions and love-sick maidens. Of course, 
the sight of a neat blue uniform is not 
the best cure for heart palpitations. A 
domestic had a crush on a new recruit 
at the fire station. She met him as he 
was leaving for home. 

“I passed by your station yesterday,” 
she said. 

He replied, 
preciate it.” 


“Thanks a lot. We ap- 


“Don’t walk, Margie. He got you 
drunk—make him drag you.” 


TRUTHFUL 


The I. A. F. C. holds its convention 
this year on board a boat which is the 
reason for telling the following story. 

A passenger chancing to see the 
Captain of the boat asked: 

“Is my wife forward?” 

“Well—er answered the  con- 
fused officer, “a little.” 


Her dress was cut so low, no one 
could look her in the face. 


NOT TRAINED 


At the Tuesday night pinochle club, 
the men were discussing the gossip of 
the neighborhood. 

“It’s nice to find some one happily 
married,” remarked one. “There's 
young Mrs. Sammis—she certainly 
worships her husband.” 

“Oh, yes. She places burnt offerings 
before him every day.” 


SUDDEN RICHES 

He was caught by the second 
economy wave of the city, and was 
temporarily discharged from the de- 
partment. So he determined to grow 
his own vegetables during the no-pay 
period. After half an hour’s work at 
digging his garden, he was surprised to 
find a fifty cent coin at his feet. He 
dug with renewed energy and found 
several more coins. 

“This is certainly a money mine,” 


remarked the digger. “I wonder what 
I'll find next.” 

His arms and back ached from in- 
creased activity. He straightened up 
and a glistening coin fell at his feet. 
In a moment he knew the truth. 
There was a hole in his trousers 
pocket. 


PROPERLY NAMED 


In a southern village, a shipment of 
hose was delivered to the station by a 
negro who directed a mule and cart. 
The man at the door was surprised to 
hear him call the animal Corporation. 

“Why do you call him ‘Corpora- 
tion’?” the negro was asked. 

“It’s like this, Boss,” he answered. 
“I got de name from studyin de animal 
an’ readin’ de papahs. Dat mule get 
mo’ blame an’ abuse dan anyt’ing else 
in the township, an’ he goes ahead 


havin’ his own way jes’ de same.” 


Any man who has ever tried to 
drive a mule through a gate must take 
his hat off to Noah. He got two of 
the creatures into the Ark. 


APPRECIATED 


To show her appreciation of the 
good work of the department in ex- 
tinguishing a fire in her home, a 
wealthy woman invited the officers to 
dinner. Jones was one. He was shy 
and nervous, and was quiet because he 
could never think of anything appro- 
priate to say. e was seated next to 
the hostess. 

As a matter of conversation, she re- 
marked: 

“What a small appetite you have, 
Mr. Jones.” 

Here was his opportunity. Here 





Observant One: 


covers for the sittin’ room!" 


was his chance to say something clever. 
He answered: 

“To sit next to you w ould cause any 
man to lose his appetite.’ 


HE ESCAPED 


Two little youngsters stopped at the 
entrance to the apparatus room and 
started a conversation with the man at 
the desk. 

“Mister, when | was sick my ma 
bought me a fire engine and now I'm 
going to make a fire house for it.’ 

The fireman was amused and he 
asked the younger of the children: 

“Have you any hobbies?” 

“No,” answered the child. “Once | 
had a bellyache, an’ last month I had 
a toothache, but I ain’t never had no 
hobbies.” 


People who are so foolish as to al- 
low themselves to become run down, 
wind up in a hospital. 


A SURE CURE 


Up at the fire house, the old timers 
seated in chairs tilted back against the 
wall, were discussing the present 
economic evils—low pay, the lack of 
business and kindred laboring class 
troubles. 

Terrence, whose record of fire serv- 
ice began when apparatus was not 
motivated by gasoline, remarked: 

“Sure, I have a way to bring back 
prosperity. It all depends on the horse. 
Bring back horses and the country will 
be stableized.” 


Pity the fellow who found a recipe 
for home-made beer and who was wor- 
ried because he had no home. 








—Drawing by “Art” Espey 


“Hey, fellers! When we git through in here, there's a couple of nice 
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FREE INFORMATION 
Just run down the list of equip- 


ment and jot down on the coupon below the numbers that 
indicate the equipment in which you are interested. Then 
fill out rest of the coupon and mail it to us. 
We will then request the leading manufacturers of 
such equipment to send you descriptive litera- 
ture and prices direct without any cost to 
you or obligation whatever. 
The manufacturers we notify will gladly 
do this because they are advertisers 


i . . Nets, Lif 
and good friends of this publi- ate tag Pipes and Miscellaneous 


Brass Goods 








Acid Siphons 


— * Cheaging Mydrent cation and want to coop- 





Acid Jars and Rings 

Aerial Ladders, Detachable 
Aerial Trucks 

Alarms, Sirens, Electric 


7 Alarm Systems, Industrial 


Alarm Systems, Municipal Tele- 
graphic 

Alarms, Thermostatic 

Asbestos Clothing 

Badges, Insignias, Buttons, etc. 

Banners, Trumpets, etc. 

Battery Jars 

Battery Zincs for Fire Alarm Bat- 
teries 

Bells, Fire Alarm, Municipal 

Body Equipments 

Boxes, Gongs, Reels, Registers, 
Fire Alarm 

Brakes, Air 

Brake Linings 

Brooms, Fire 

Building Materials, Fire Retardant 

Caps, Firemen's 

Chains, Non-Skid, Fire Apparatus 

Chassis for Fire Apparatus 

Chemical Engines and Tanks 

Chimney Fire Fuses and Com- 
pounds 

City Service Trucks 

Coats and Suits, Firemen's Quick 
Hitch 

Combination Chemical and Hose 


Cars 

Cutting and Welding Equipment, 
Blow Torch 

Cutting and Welding Equipment, 
Electric 

Deluge Sets 

Door Openers, Fire Station, Auto- 
matic 


Electric Light Plants 

Extinguishers, Calcium Chloride 

Extinguishers, Carbon Dioxide 

Extinguishers, Soda-Acid 

Extinguishers, Carbon Tetrachlo- 
ride 

Extinguishers, Foam 

Extinguishers, Powder 


erate with our readers in 
every way possible in 
the improvement 
of their de- 
partments. 
So help 
your- 


self! 


Fire Boat Nozzle Equipment 
Fire Department Supplies, General 
Fire Exit Devices, Door Opening 
Fire Alarm Posts 

Fire Escapes, Portable 

Fire Escapes, Rigid 

First Aid Equipment 

Flare Lights 

Flashlights, Hand 

Flood Lighting Equipment 
Foam Generating Apparatus 
Foam Liquid for Extinguishers 
Gas Masks and Respirators 
Gas and Smoke Helmets 

Gas and Smoke Generators 
Goggles, Firemen's 

Helmets, Metal, etc. 

Hose Bridges 

Hose Carts, Reels and Racks 
Hose Clamps 

Hose, Fire 

Hose, Chemical 

Hose Holders 

Hose Jackets 

Hose Standardization Tools 
Hydrant Draining Pumps 
Hydrants, Fire 

Jacks for Fire Trucks 

Jacks, Shoring and Prying 
Ladders, Fire 

Lightning Arresters 
Motorcycles, Fire Dept. Equipped 


FILL IN THE 
COUPON 
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24 West 40th Street, New York City 


Packings, Pump 

Pads, Pole Hole 

Paints, Fire Resisting 

Priming Ether, Motor 

Pumping Cars, Standard 

Pumping Cars, Foam 

Pumps, Fire Apparatus 

Pumps, Fire Service, Stationary 

Pumps, Portable for Fire Protec- 
tion 

Record Books, Fire 

Relief Valves 

Reviving Apparatus, Oxygen 

Rubber Clothing 

Salvage Covers 

Searchlights 

Shingles, Fire Retardant 

Shirts, Firemen's Special 

Sirens,Apparatus and Chiefs’ Cars 

Sliding Poles 

Soda and Acid Chemicals 

Spark Plugs, Fire Apparatus and 
Motorcycles 

Squad and other Auxiliary Cars 

Sprinkler Head Shut-Ofts 

Sprinkler Supervisory Service 

Sprinkler Systems, Automatic, 
Foam 

Sprinkler Systems, Automatic, 
Water 

Steam Fire Engines 

Syphons, Water 

Tarpaulins and Fire Blankets 

Tetrachloride Chemicals 

Thawing Equipment, Hydrant 

Tires, Fire Apparatus, Pneumatic, 
Solid, Cushion and Non-Skid 

Tractors 

Traffic Clearing Systems 

Triple Combination Pumping Cars 

Uniforms 

Water Towers 

Wheels, Cushion 

Whistles, Fire Alarm, Compressed 
Air 

Whistles, Fire Alarm, Steam 

Whistles, Fire Apparatus 

Wrecking Trucks 





NOW 


As a Fire Protection official | should like to have descriptive literature and complete information 
mailed to me, without cost or obligation, on the equipment indicated by the following numbers: 


Name...... 
Position. 

Street 
City and State 











210 





FIRE ENGINEERING 








Do not be stampeded by depression and buy a cheap 
fire pump. 

Depression will pass, but the fire pump you buy will 
stay with you to your satisfaction or grief—according 
to what you buy. 


HALE FIRE PUMP CO., Inc. 


CONSHOHOCKEN, PA. 























NORTHERN PUMP COMPANY 


ESTABLISHED 1907 
MINNEAPOLIS, MINN. 


= 














The FINEST LARGE NOZZLES 
and DECK GUNS are 
‘‘Made by MORSE” 


Practically every well known Fire Boat 
in service in this country today is 
equipped with MORSE “Invincible” 
Nozzles, many pieces of fire apparatus 
are also equipped with these excep- 
tionally fine nozzles. They are the re- 
sult of nearly a hundred years of ex- 
perience in producing nozzles that are 
a lot better than the general run of fire 
nozzles. 


ANDREW J. MORSE & SON, INC. 
221 High Street BOSTON, MASS. 











STERLING 
FIRE ALARM 


SIRENS 


GENERAL ALARM, 
CODE, APPARATUS 


Bulletin 691 
on request 





THE STERLING SIREN FIRE ALARM CO., INC. 
60 ALLEN STREET ROCHESTER, N. Y. 
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BURRELL 


ALL * SERVICE 


GAS MASKS 








The only canister-type mask 


officially approved by the United States 


Government for combinations 
of carbon monoxide and 
other gases... 


b tus can appreciate this strong, official 
approval when you consider that the 
Burrell All-Service Mask incorporates 
such important advantages as an all-rub- 
ber head harness and Kops face piece 
with lenses that do not fog . . . a patented 
Timer which automatically records the 
length of service of the canister and in- 
dicates when a new one must be used... 
a canister that renders harmless ALL 
poisonous gases, smoke and fumes. 


Let us arrange demonstration or write 
for copy of our bulletin No. 49. 


MINE SAFETY APPLIANCES COMPANY 


GENERAL OFFICES: PITTSBURGH, PA. 
District Representatives in Principal Cities 
M, S. A, EQUIPMENT includes Creating Apparatus. . . 
Inhalators. . . Masks of All Types . . . Gas Indicators. . . Eye 
and Head Protectors . . . Edison Mine Cap Lamps - 


. Safety 
Clothing . . . First Aid Equip ptive Bulletins will 
be sent on request. 











Here’s wh Ny 
FIRE 


CHIEFS 
recommend 


CRISPIN 


FIRE HYDRANTS 


| ene departments should demand hydrants 
especially designed for fire service. The 
CRISPIN hydrant was designed to help you 
fight fires more efficiently, Chief. Before you 
replace old hydrants or install new ones, we 
suggest you let us send you our folder which 
completely describes CRISPIN hydrants and 
just why you should recommend them for your 
city or town. 


MULTIPLEX MFG. CO. 


BERWICK, PA. 
Offices: 405 Lexington Ave., N. Y. C. Plant: Berwick, Pa. 














Kindly mention Fire ENGINEERING when writing advertisers 












L(¢ WATER DAMAGE 
¢- INSURANCE RATES 


with. 


IN ATG a 
COVERS 


“The fact that I have continually used your Shuredry 
Salvage Covers and no others, both in my own department 
and at the Fire School at Ames, is evidence of my faith 
in them. To me, Shuredry is the one and only salvage 
cover for salvage work. In the near future it will be 
necessary for all fire departments to have salvage as a 
part of their operations to successfully pass Under- 


writer's requirements.” 
(Signed) D. H. SHIRE, 
Chief of Department 


CHIEF SHIRE, Mason City, lowa 


75% of the nation’s annual half-billion fire loss is traceable to 
WATER DAMAGE. Send for samples of SHUREDRY Salvage 
Covers today. 


Fulton Bag & Cotton Mills 


ATLANTA ST. LOUIS DALLAS 
MINNEAPOLIS BROOKLYN NEW ORLEANS KANSAS CITY, KAN 














Note the four distinct 
plies of fabric in this 
famous Eureka 4-ply hose. 
For more than fifty years 
the famous fire hose brands 
of Eureka manufacture 
an have been known for 
ce ! service and quality where- 
ever fire-fighters meet. 


EUREKA FIRE HOSE MFG. CO. 
1790 Broadway, New York, N. Y. 


Atlanta Denver New Orleans 
Detroit Omaha 
>» Kansas City Philadelphia 
; Los Angeles Salt Lake City 
Cincinnati Minneapolis Seattle 
Dallas Syracuse 


YRrN 


yi? 








